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ers made on present can making 
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dry, product applied in paste form 
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Thés Simple Idea. . 
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GATES 
PATENT 


is SAVING BELTS 


“te Industry. ..and Rubber for the Nation 


To see for yourself the belt-saving importance of the CONCAVE SIDE, just 
pick up any V-belt and bend it as it bends when it goes around a pulley. 


As the belt bends, grip its sidewalls firmly with your fingers as in the photo- 


What Happens 
Yai eee) 
V-Belt Bends 


graph above. You will feel the sides of the belt change shape. If the sides were 
straight before bending, they will bulge outward as the belt bends. (See Figure 1 
on the right). 

Now look at Figure 2. Here you see how bending changes the shape of a belt 
that is built with the patented Concave Side. The side becomes perfectly straight. 
This belt, when bent, precisely fits its sheave groove. Here are the savings:—(1) 
There is no side-bulge. This means uniform wear—longer life—a saving in belts 
for you, a saving in rubber for the Nation. (2) The full side-width of the belt uni- 
formly grips the sheave groove wall—carries heavier loads without slippage— 
another saving of belts and a saving in power, too! 


Only belts built by Gates are built with the Concave Side, a Gates patent. 


THE GATES RUBBER COMPANY 


Engineering Offices and Stocks in All Large Industrial Centers 
Los Angeles, Cal. Denver, Colo. 


New York City 2240 East Washington Blvd. 999 South Broadway 


215-219 Fourth Avenue 405 Liberty National Life Bldg. 


Portland, Ore. 
333 N. W. Sth Avenue 


649 West Washington 


Dallas, Tex. 
2213 Griffin Street 


San Francisco, Cal. 
2700 16th Street 


———————When inquiring specify FEP1636 see information request blanks, pgs. 2-3 
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‘NO HIDING PLACE HERE FOR 
ENEMY AGENTS!” 


When the enemy agents that attempt to hamper your production hide in the 
uise of pipe line corrosion, contamination, ocnling and resistance to flow—you 
nave a joh for Pyrex Piping. 

In vitally important chemical processes . . . in food handling . . . wherever 
these attacks can be dangerous, Pynex Piping brings their destructive efforts 
into the open. 

On constant 24-hour guard duty, Pyrex Piping is always ready to tell you 
at a glance the condition of pipe line and contents. Pynex brand Industrial 
Glass is transparent . . . and it maintains that trans ney longer under the 
most adverse conditions, Pyrex brand Industrial Glass has remarkable 
resistance to all acids and alkalies in solution (except HF). It is remarkably 
resistant to thermal shock and can be flushed clean with hot water, hot acids 


or steam, It may be the answer to your most pressing production problem. 

Write—Coming Glass Works, Corning, N. Y. — Branch Offices; New York, 718 Fifth 
Avenue; Chicago, Merchandise Mart. 

““PYREX" is areg. trade-mark and indicales manufacture by Corning Glass Works 


| 
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now in the field. Some are standard 
Mercer equipment — others are specialty 
engineered—all are planned te best 
handle heavy jobs. Se—if you've a han- 
dling problem — call on Mercer for a lift! 
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FOOD EQUIPMENT PREVIEW 


Edited for Production and Labora- 
tory Men in Food Manufacturing 


TO VICTORY 


TO VICTORY 
tion of the essential food products .. . 
ons of War. 


... to this the Editors and Publishers of FOOD 
EQUIPMENT PREVIEW pledge their total sup- 
port. 


through maximum produc- 
real weap- 


To you in the Food Manufacturing Plants and 
Laboratories of America, we pledge our entire 
energies to bring you the news—facts of develop- 
ments in equipment, new applications, new proc- 
esses that your vital food products may be 
speeded, in ever increasing quantities, to our men 
on battle fronts. 


To you men... and to all men in Government 
service concerned with production of food prod- 
ucts . . . FOOD EQUIPMENT PREVIEW will 
be sent regularly, at your request without 
charge of any kind. For your convenience, a re- 
quest form is provided between pages 26 and 27 of 


this issue. 


TO VICTORY . .. this is our pledge. 


- * —— 


"That's Interesting” 


Hydroxymercurichlorophenol is a dust disinfectant that 
destroys many of the five hundred known disease organisms 
carried by seeds, attacking them the moment they are placed 
in the ground. Authorities urge increasing percentage of 
yield from available grain and vegetable seed by such disinfect- 
ing methods. The trade name of this du Pont product is 
“Semesan.” 


* 
120,000,000 pounds of extra tender beef was enjoyed by 


American consumers last year thanks to the use of germ killing 
Sterilamps. Part of a special process known as Tenderay, the 
germ killing lamps enable anikiia to use higher temperatures 
and humidity to speed up tenderizing without danger of bac- 
teria and mold growth which would ordinarily spoil meat. 


* 


Riboflavin, sometimes referred to as Vitamin B, has been 
adopted as the preferred name for this vitamin. Because of 
its yellow color it was called flavin from the latin word for 
yellow, flavus. Various prefixes were used to denote the 
origin of the vitamin such as loctoflavin from milk, ovoflavin 


from eggs and so on. 
* 


The adaptability of propionate salts as a mold inhibitor is 
illustrated in its successful use in delaying for at least three 
months mold growths in tobacco. Last year, it was used in 
1,750,000,000 loaves of bread. 














PICTURE-MINDED? 
You'll Like This "Paper" Controller 


Die-stamped from cardboard, this ‘‘paper’’ Micromax Tem- 
perature Controller shows, almost as well as the actual instru- 
ment, the mechanical advantages of the “balance’’ method for 
measurement and control. It shows a controller with no 
helixes, calibrated springs, jewelled bearings or long pointers. 
Instead it presents a rugged, motor-driven machine, containing 
its own standard of accuracy and offering the ideal solution to 
thousands of production problems where superior precision and 
dependability can increase the yield of a process or improve 
the quality of a product. 


This “paper” Micromax will be sent on request. Ask for 


Die Out ND(1). 












Ly LEEDS & NORTHRUP 


MEASURING INSTRUMENTS - TELEMETERS - AUTOMATIC CONTROLS - HEAT-TREATING FURNACES 


dri ad ND(2) 
When inquiring specify FEP1639 — see information request blank, pgs. 2-3 
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“That's Interesting” 


“Visible” packaging for fresh corn brings premium 
prices. A vegetable specialist husked, de-silked and wrapped 
half a dozen ears in cellophane. Tests proved customers were 
willing to pay top prices for corn in ‘‘visible’’ wrapping that 
revealed size of kernels and freedom from worms. 

* 


Every flash of lightning helps to enrich the soil. Accord- 
ing to the Ohmite News, lightning in its passage through the 
air combines oxygen and hydrogen by its electric arc action to 
form axides which unite with the rain drops to form nitric acid. 
In this manner the soil is enriched to the extent of 100,000,000 
tons annually — more than is produced by all the world’s 
fertilizer plants. 


* 


Many of the new factories to be built will be of the win- 
dowless type as this design offers obvious advantages in air- 
conditioning, heating and lighting. In this connection it is 
stated that the amount of daylight reaching the center of the 
average factory 80 to 100 feet wide is barely two candle power. 


* 


Some years ago when the exhaust tip on the end of light 
bulbs was eliminated, false tips were for some time placed on 
the ends of the lamps. This was not done to fool people, 
says the Hygrade Lighting News, but to satisfy them. Many 
people insisted on lamps with tips, having not been convinced 
of the superior merits of the new type lamps. 


* 


Research by a frozen food producer reveals that freezing 
and packing peas in a newly devised cellophane carton affords 
great savings over canning. The new method, in packing a mil- 
lion pounds of peas, can save 265,158 pounds of sheet steel, 
4,138 pounds of tin and requires only half the number of freight 
cars for transportation. 


* 


Chemical research now produces a hormone spray to 
prevent a preharvest drop of fruit. It is said that an apple 
tree so sprayed when fruit is beginning to ripen will hold 
apples so tenaciously that if left unpicked they will continue 
to cling until completely rotted. 


* 


Men are four times more prone to color blindness than 
women, Although the respective percentages thus afflicted 
are relatively small, four and one percent, the difficulty is con- 
sidered a serious enough industrial problem to justify the use 
of various tests to uncover such cases. 


* 


Fine-pore cellulose sponges were some time ago adopted 
to serve as brow bands for surgeons, keeping perspiration from 
obscuring vision. They are now finding many practical appli- 
cations in industry. 


* 


The number of ice plants in the United States at the 
present time, according to the Calcium Chloride Association, 
is over 8,000, producing 60,000,000 tons of ice yearly. In ad- 
dition there are approximately 35,000 plants devoted to cold 
storage and similar uses of refrigeration. 


* 


Blondes are preferred by gentlemen and a weather _ jn. 
strument manufacturer according to the Ohmite News. This 
manufacturer recently sought 2000 strands of genuine human 
blond hair, 9 to 18 inch lengths. The order bore an A-1-D 
priority. 


* 


Eggs are playing an important part in the war food pro- 
gram and the tremendous demand is being met by unprec- 
edented production. Demand this year was set at 50 billion 
eggs and production up through May has been at the rate of 
60 billion per year. 3,430,000,000 eggs of this vast production 
will be frozen and subsequently dried for shipment abroad. 
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INVERT SUGAR IN HEAVY DEMAND 


PFAUDLER JACKETED GLASS-LINED STEEL MIXERS 
PREVENT DISCOLORATION AND EQUIPMENT CORROSION 


ROCHESTER, N. Y.—The steadily in- 
creasing demand for Pfaudler glass- 
lined steel kettles for making invert 
sugar indicates its increased utility 
among bakers and others. The use of 
invert sugar prevents crystallization 
or sandiness from occurring in the fin- 
ished product. 

As the only material resistant to all 
acids (except HF), Pfaudler glass- 
lined steel is ideal for the inversion 
process. The glass-lined surface pre- 
vents the acids used in the process 
from attacking the surface of the 
equipment, since the special acid- 
resisting chemical enamels that have 
been developed in our laboratories are 
resistant to all acids (except, of course, 
HF), in any concentration or at any 








temperature. This prevents discolora- 
tion and equipment corrosion, im- 
portant advantages any time, but 
especially now. 

» If you are planning to produce in- 
vert sugar, let’s get together and talk 
over the equipment savings we can 
make you. 


Invert sugar unit shipped to Merchants’ Biscuit 
Company, Denver, Colorado, consisted of one 
500 gallon jacketed open glass-lined kettle, 
equipped with special bowl type silver plated 
bronze agitator operating at 250 r.p.m. (single 
speed motor drive). Loose insulated cover. 2” 
45° outlet flush valve with extension operating 
handle. This unit heats from 65 to 200° F. in 
30 min. and is used for inversion of sugar, 
and sugar and glucose to the viscosity of honey. 





NEW JUNIOR MIXING AND STORAGE TANKS 


GLASS-LINED CONSTRUCTION WITH NEW DESIGN FEATURES 
CAPACITIES 5 TO 100 GALLONS ONLY 


As manufacturers of the only GENUINE GLASS- 
LINED STEEL Syrup Mixing Equipment, Pfaudler 
announces important new features on its “Junior 
Series” Tanks. 

The interior is sanitary glass enamel—acid-resist- 
ing, hard, resilient, glossy, smooth and easiest to 
keep sparklingly clean. 

This glass enamel cannot be compared with any 
other, for it is developed just to fit special food and 
bottling needs. 

The new mottled gray-white porcelain outside fin- 
ish is entirely different from the glass enamel on the 
inside. It adds greatly to the appearance of any food 
plant. 

All leg support bands are eliminated. This gives 
you the most sanitary type of support available, 
including adjustable ball foot bases. It is stream- 
lined for greater sanitation and quickest cleaning. 

When you add the channelled outlet for 100% 
drainage, the sanitary flush valve, the dished bottom 
heads and many other features of this easy-to-clean 
unit, it’s easy to see why this year the preference is 
for glass. Send for Bulletin 815. 
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FOOD CONCENTRATES 
TO PLAY LARGER ROLE 


Shipping Losses Accelerate Need— 
Glass-Lined Concentrators Used for 
Large Scale Production 
With every square foot of ocean ship- 
ping space at a premium and increas- 
ing numbers of our soldiers to feed 
abroad, food concentrates are vital for 
victory. This demand will increase 

greatly during the coming months. 

The problem that faces food proces- 
sors is not an easy one, for they must 
obtain proper reducing equipment 
without the benefit of high priority 
ratings. 

In this emergency our engineering 
staff has helped many processors by 
recommending the proper sizes and 
types of glass-lined steel vacuum 
pans. Calandria type evaporators are 
in continuous operation on tomato 
products, soups, fruit and vegetable 
juices, etc., producing 4,000 pounds and 
more of finished product per hour. 
Coil evaporators that operate on the 
batch principle permit very close con- 
trol of percentage of total solids in the 
final product. 

Our twenty years’ experience build- 
ing vacuum concentrators is yours for 
the asking. It’s the kind of experience 
that saves precious time. To put it to 
work on your concentrating problem 
you have merely to write us outlining 
your problem. 








We eae ae 


One of three 14,000-lb. per hour glass-lined 
Calandria vacuum concentrators for Pacific 
Coast tomato paste packer. 








FOOD PROCESSING ENGINEERS 
AT YOUR SERVICE 








GLASS-LINED & STAINLESS STEEL 


PROCESSING EQUIPMENT 
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High Speed 
CONTINUOUS VEGETABLE PEELER 
for Canning and Dehydrating Plants 


The first machine available for large capacity peeling of potatoes, 
carrots, turnips, rutabagas and all root vegetables. Peels about 
three times as many vegetables in a given time, as former ma- 
chines. Average normal capacity two tons per hour. No excess 
waste; original shape of vegetable preserved. Quality of finished 
product improved. Trimming costs reduced. 

Write for full details and General Catalog 


0-902-FEP 


When inquiring specify FEP1642 - 





see information request blank, pgs. 2-3 








All Baker representatives are qualified material handling engineers. 
They have been in hundreds of plants, and know intimately the 
problems confronting you wherever materials or finished products 
are to be moved —in the plant, in the warehouse, on the shipping 
or receiving platforms, and on shipping piers — they can evaluate 
your complete 

set-up, and recommend 
the type of equipment 
best suited to your plant. 
If you are after any of 
the objectives outlined 
above, it will be well 
worth your while to seek 
advice of the Baker rep- 
resentative nearest you. 


For further information write 
BAKER INDUSTRIAL TRUCK DIVISION of the Baker-Raulang Company 


2177 WEST 25th STREET ¢ CLEVELAND, OHIO 


B€aRe@?T INDUSTRIAL TRUCKS 


When inquiring specify FEP1643 — see information request blank, pgs. 23 
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NEW SOLUTIONS 





STITCHER QUICKLY TURNS OUT STURDY CARTONS 


Stitcher Speeds Carton Assembly 
Flaps Not Loosened by Moisture 


Wire faster than glue; unaffected by dampness; 
cleanliness and convenience pleases workers 


Problem — Large canner of mushrooms had for some time 
been gluing shipping cartons. Moisture frequently had 
adverse affect on this adhesive closure. Also method did 
not lend itself to high speed, routine production methods 
and waste of material was high. 

Solution — Equipment to stitch the cartons with stapling 
wire was adopted. These are easily operated, power 
driven units, quickly adjustable to carton size. Worker 
can maintain steady flow of cartons to stitching head and 
turn out a uniform job without strain or lost motion. 
Results — Material and labor savings of approximately 
30%. Stitching of 100 cartons performed in time required 
to glue 50. Staples give strong carton and provide a seal 
unaffected by dampness. Greater employe satisfaction with 
this easier, cleaner and quicker method. 

ACME STEEL CO., Dept. FEP, 2840 Archer Ave., Chi- 
cago, Ill. 


When inquiring specify FEP1644 — see information request blank, pgs. 2-3 


Maintaining Low Moisture Content, 
Uniformity in Dried Eggs 


Fine chalaza reduction improves good keeping 
quality; low pressure saves spray nozzles 


Problem — Processor of dehydrated eggs had encountered 
difficulty in maintaining uniform quality, low moisture 
content and non-spoiling properties. | A major obstacle 
was to break down the chalaza even though eggs were 
sprayed at a pressure of 5,000 lbs. to the square inch. 
This high pressure complicated matters still further by 
causing excessive wear of spray tips. 

Solution — Old equipment was replaced by a new unit 
which compounded and homogenized the eggs, broke 
down the chalaza and membranes down to micron size 
and ejected them through the spray nozzles all in one 


OF 





PLANT PROBLEMS 


. gives fine 


UNIT DRYS EGGS UNIFORMLY . 
breakdown at moderate pressure 


operation. Pressure was reduced to 600 Ibs. per square 
in. 

Results — Product much superior. Bacterial content in- 
hibited due to the fine reduction of the chalaza. Desired 
uniform drying and low moisture content contributing to 
better keeping qualities. Saving in dehydrating costs and 
greatly reduced wear on spray tips. Units of this type 
are identified as "“Flow-master Kom-bi-nators” and have a 
wide range of application in dairy, confectionary and other 
food processes. 


MARCO CO., Dept. FEP, 5325 Westminister Ave., Phila- 
delphia, Pa. 


When inquiring specify FEP1645 - 
Silica Stone Tanks Are Acid Resisting, Durable 


The quarrying fabrication, basic properties and appli- 
cation of silica stone are clearly and briefly described in 
a four-page illustrated folder. Its adaptability to such 
treatment as planing, turning, boring and hand splitting 
receive comment as well as its crushing and transverse 
strength. Its use in tank construction because of its acid 
resisting properties is indicated in numerous photos. 
Sectional drawing of typical silica stone tank installation 
provides additional data of practical value Bulletin No. 
19 is available on request. 

CLEVELAND QUARRIES CO., Dept. FEP, Builders Exchange 
Bldg., Cleveland, Ohio. 


When inquiring specify FEP1646 — see information request blank, pgs. 2-3 


see information request blank, pgs. 2-3 


Have You a **New Solution’’? 


If you have recently solved a probelm in food manu- 
facturing, through a new application or new use of reg- 
ular products, the Editors invite you to submit the fact 
for publication in this department . . . in over 30,000 


copies. 

In submitting your “‘solution” please be sure to give 
the pertinent facts of (a) the problem, (b) just what 
was done and (c) what the results were. Send to 


The Editors, FOOD EQUIPMENT PREVIEW 


737 N. Michigan Ave. Chicago 
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CAN you TELL quickly what size 
steam trap you need on that autoclave, steam main, 
or header drip? Are you sure what style of trap 
should be used to get all the air instantly out 
of that steam kettle or steam chest? 


These questions are simplified for holders of the 
book illustrated above. This free book tells what 
a steam trap must do. . . how it does its job... 
why air elimination is important . . . how to 
figure condensation rates . . . gives frequently 
used condensation rate tables . . . etc. 

Send for this useful book today—don’t deny your- 
self its help. The book doesn’t cost you a cent. 


THE V. D. ANDERSON COMPANY 


1966 WEST 96th STREET @ CLEVELAND, OHIO 


When inquiring specify FEP1647 — see information request blank, pgs. 2-3 








NOW - when speed 


plus safety is de- 
manded there i» 
no substitute for 


DAYTONS 


Dayton Safety Ladders elim- 
inate the expensive delays 
caused by the hazards of 
ordinary ladders. Men work 
faster, with more confidence, 
on the broad, firm platforms 
of Daytons. Ample room for 
tools and supplies. Rigid 
steel supports, tested air- 

plane spruce give the Day- 
ton Safety Ladder great 
strength, stability, and 

extreme lightness of 

weight. Standard Rub- 
ber Safety Shoes 
at no extra cost. 


Write Today 
for Prices 
and Catalog. 


PAYTON 


& 


121-123 W. THIRD ST. 
CINCINNATI 
OHIO 





When inquiring specify FEP1648 — see information request blank, pgs. 2-3 
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APFLICATIONS 


300,000 Bacteria Count Cut To 3,000 
By Special Cleaners 


Milkstone removal, thorough washing of plant, ster- 
ilizing equipment before milk run, solves problem 


Problem — 
Dairy was about 
to be shut down 
by board of 
health because 
of bacteria 
counts running 
as high as 250,- 
000 to 300,000. 
Consultation 
with specialist 
in cleaning and 
sterilizing meth- 
ods revealed se- 
rious faults in 
these operations 
in the plant. 
CLEANING STAINLESS STEEL Milk received 
in good condi- 
tion but after being put through the plant showed the 
high count mentioned. 





Solution: First, 
milkstone was 
removed from 
vats and lines 
by use of a dry 
product, ‘‘Dis- 
coloid,” applied 
in paste form 
to large areas 
where soaking 
procedure was 
prohibitive and 
in solution form 
where this 
method was in- 
dicated. _Effec- 
tiveness was 
demonstrated in 
REMOVING SCALE FROM MILK CANS wetting and 
cleaning action, casein and mineral dissolving properties 
and colloidal characteristics. Plant was then washed from 
weigh tank to bottler using one pound of “D-Luxe’’ clean- 
er to 50 gallons of water. This cleaner is designed for 
daily hand cleaning and its water softening action con- 
tributes to film-free cleaning with hard water. Finally, 
before running the milk, all equipment was sterilized with 
“Diversol,” a quick-acting sodium hypochlorite, non-cor- 
rosive to dairy equipment surfaces but, with penetrating 
power affording contact with bacteria. 


Results — Board of Health examination showed bacteria 
count decreased to 13,000 and a further reduction within 
a week to a 3,000 to 4,000 count, which average has been 
maintained assuring continued operation of the plant. 
This imperative count reduction was achieved without in- 
crease in cost. 


THE DIVERSEY CORP., Dept. FEP, 52 West Jackson 
Blvd., Chicago, IIl. 


When inquiring specify FEP1649 — see information request blank, pgs. 2-3 


























WORLD 


Experts Are Still Thinking About Your 
Labeling Problems — Present and Future 


Though the men and machines that build WORLD’s 
finest Labelers are now concentrating on war produc- 
tion, we want you to know that WORLD’s best engi- 
neering brains and experience are at all times back 
of you, whether you need their help in adapting your 
labeling procedure and equipment to current condi- 
tions or in planning to meet the opportunities that 
loom up for the future. 

For advice and information of any character. con- 
nected with label application, do not fail to get in 
touch with WORLD Labeler headquarters. 





When inquiring specify FEP1650 — see information request blank, pgs. 2-3 











Exact Weight *“*PAXALL”’ 
for Food Packaging... 


ln you have a food packag- 

ing operation such as nut 
meats, cereals, sugar, tea, 
coffee, spices, beans, peas 
or any other free flowing 
food product you should 
have the facts on ‘“PAX- 
/ALL’’ — a simple, trouble- 
free filling and weighing 
device that is remarkably 
fast and efficient. This unit 
is portable, simple in op- 
eration, fits any size bag or 
container ..... nothing 
to get out of order and de- 
livers fraction-ounce accu- 
racy with speed perform- 
ance. A remarkable labor 
saver for volume produc- 
tion from bulk to small 
packages. 


Hopper 23” x 23” — Capacity to 150 Ibs. Write for the new 1942 
Height 42” . . . Scale platter 7” x 7” — Food Packaging _Cata- 


ozs. warning or underweight and 
2 ozs. overweight. Unit handles packages log. It’s pee for the 
from 3 ozs. to 10 Ibs. asking. 


THE EXACT WEIGHT SCALE CoO. 


31 W- Fifth Ave. Columbus, Ohie 








When inquiring specify FEP1651 — see information request blank, pgs. 2-3 
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IF GRINDING ISN’T 
YOUR PROBLEM 


Whether you're making a food product that requires 
fine grinding of various constituents or even disper- 
sion, a Premier Colloid Mill can make your food 
product better — more economically and more profit- 
ably. The Premier Colloid Mill will grind raw vege- 
tables and fruits without the addition of any grinding 
medium—grinding the material in its entirety without 
Straining coarse fibre, seed, or skin. Similarly the 
Premier Mill can disperse solids suspended in liquids 
to almost any degree required. 


PREMIER 
COLLOID MILL 


cives Yoav THE 
FOLLOWING ADVANTAGES: 


e SIMPLE OPERATION-—One moving part. Rotor has 


no teeth or complicating mechanisms. 


e EASY ADJUSTMENT —The micrometer adjusting ring 


makes possible adjustments from .001” or less to .125”. 


@ ECONOMY —Premier Colloid Mills are easy to clean. 
They operate continuously and are made for large 
output with low power consumption and lowered 
labor cost.” 


CONTROLLED QUALITY —AIll Premier Mills provide 
compulsory uniform treatment of every particle of 
material being processed. Every Premier Mill has 
positive, dependable adjustment for absolute control 
of quality and production. 


SOME OF THE FOOD PRODUCTS 
WHICH CAN BE PROCESSED 
WITH PREMIER COLLOID MILLS 


Baker's products * Fruit Syrups 
Cheese pastes * Fruit juice * Catsup 
Flavoring extracts * Baby foods 
Liquid eggs * Fish paste + Salad 
dressing * Chocolate Products 
Soya beans * Mayonnaise * Meat 
sauces * Mustard * Soup base 
emulsions 


Seat a ett A AR et ewe 


»ENESSEE STREET, GENEVA, NEW YORK 


Ne 


w York Sales Office: 110 E. 42 Street, New York, N.Y 


When inquiring specify FEP1652 — see information request blank, pgs. 2-3 
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EQUIPMENT 


MIDGET HOT LIQUID PUMP... unusual performance 


Midget Unit Pumps Hot Liquids 


Newly designed compact size pump is suitable for 
handling thin liquids up to 500°F. 


Uses — For industrial, pilot plant, laboratory and experi- 
mental applications where thin liquids at temperatures up 
to 500° F. are to be handled. 

Features — Compact in size and construction. Has un- 
usual performance characteristics for its size. Gives a max- 
imum pressure of 21 pounds per square inch and maximum 
volume of 7Y, gallons per minute. Unique in its field, 
according to the maker. 


Description — Centrifugal type, 12 inches long, 4 inches 
wide and 41% inches high. Weighit, 7 pounds. Motor 
is 1/20 H. P. Universal Fan Cooled, ‘for. use on 115 volts, 
A. C. or D. C. Rubber covered tard’ with feed through 
switch. Stuffing box accurately adjustable by means of 
easily accessible ring. Motor and pump are coupled through 
a 5 inch heat radiating tube. Shaft is supported by out- 
board ball bearings. Pumps are made in stainless steel, mon- 
el metal, chromium plated bronze, Hastelloy ‘‘C” and other 
metals. Manufacturer says that units can usually be de- 
livered in one week from stock. 


EASTERN ENGINEERING CO., Dept. FEP, New Haven, 
Conn. 


When inquiring specify FEP1653 — see information request blank, pgs. 2-3 


Steam Gun Cleans Equipment 


Lifts cleaning solution as high as 12 feet; thoroughly 
removes heavy accumulations; needs only 30 lbs. 
pressure for operation; cleans three ways 


Uses — For speedily removing oils, greases, sauces, veg- 
etable and fruit particles and other foreign matter from 
various types of food mixing, handling and processing 
equipment. 

Features — Provides the triple combination of heat, me- 
chanical force and effective detergent action to remove 
heavy accumulations thoroughly. Keeps et clean 
to comply with sanitary regulations or for appearance 
reasons. Cleans machinery and equipment to facilitate 
subsequent repair and overhaul work. Prepares equipment 
surfaces for repainting or refinishing. With its unique 
solution-lifting action, the gun automatically lifts the 
cleaning solution from floor level to a working height of 
12 feet without the aid of pumps, motors, injectors, gravity 
feed tanks or similar accessories generally required hereto- 
fore in steam cleaning. 

Description — Known as the ‘‘Solution-Lifting Steam Gun, 
Model No. 384,” this improved unit needs only a steam 


FOR 


PRODUCTION 


SOLUTION-LIFTING STEAM GUN ... 


triple action 


supply of 30 or more pounds pressure, a solution container 
and proper lengths of steam and solution hoses. A four- 
page folder, giving complete data on styles available, 
specifications and operation of this gun is available on 
request. 


OAKITE PRODUCTS CO., Dept. FEP, 27A Thames St., 
New York, N. Y. 


When inquiring specify FEP1654 — see information request blank, pgs. 2-3 


Filter Removes Iron At High Speeds 


Takes iron contamination from free flowing 
materials at 2 to 10 tons per hour; has no 
moving parts 
Uses — For removing iron contamination from free flow- 
ing dry granular materials such as sugar, salt and similar 

products at high capacities. 

Features — Handles 2 to 10 tons per hour, depending on 
the material. 
Operation — 
Mateséal is fed 
into a hopper at 
the top, flows 
over a stack of 
iron grids 
strongly mag- 
netized by a d-c 
coil, and is dis- 
charged  direct- 
ly from the bot- 
tom. The grids 
have vanes al- 
ternately _slop- 
ing in opposite 
directions. Ma- 
terial moves 
with an_ inter- 
mittent motion 
in a Zig - zag 
course, so that 
every particle of 
material is giv- 
en a good +. 
portunity to 
caught by the sharp magnetized vane edges. The magnetic 
material is held on edges until current is off. 

Description — Approximate dimensions, exclusive of legs, 
are 19” in diameter by 16” in height. Net weight is 227 
lbs. 

S. G. FRANTZ CO., INC., Dept. FEP, 221-3 Centre St., 
New York, N. Y. 


When inquiring specify FEP1655 — see information request blank, pgs. 2-3 


FERROFILTER .. . removes iron 
from sugar, salt 


FOOD EQUIPMENT PREVIEW 
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You Can’t Get New Equipment 
Overnight BUT... 


Ready to roll reconditioned equipment can be shipped 
at once. Our share in the war effort is to keep you in 
production. What do you need? 


2 Stainless Steel Truck Type Horizontal Tanks capacity each 
2100 gal.; 15° long; manhole 


Bump Sanitary Rotary Pumps for every purpose 


Kettles in Copper, Iron, Steel, Aluminum, Glass Lined, all 
sizes 


| Standard Knapp Shipping Case Gluer and Sealer 

Filters and Filter Presses for every need 

Buffalo and Enterprise Meat Choppers and Grinders 

World, Ermold, National, O. & J. Bottle and Jar Labelers 

Burt and Knapp Can Labelers for most sizes 

Stokes, Stokes and Smith and National Power Fillers 

Agitators and Mixers for dry and liquid products 

Karl Kiefer and U. S. Bottle Washers and Sterilizers 

Fillers for Jars, Cans and other containers; makers 

Filler Machine Co., Kiefer, Haller, Ayers, etc. 

Cappers, automatic and semi-automatic, such as Capem, 
Resina, Haskins, Elgin, Pneumatic Scale etc. 


FIRST MACHINERY CORPORATION 


GUARANTEED 


ee 
EQUIPMENT r 
EAST 9th STREET ype 


( LIQUIDATORS 
APPRAISERS 


t 


NEW YORK, N.Y. 





When inquiring specify FEP1656 — see information request blank, pgs. 2-3 


























HOW TO GET 


MORE STEAM 


FROM YOUR PRESENT BOILER! 
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No longer need the steam plant operator helplessly watch 
“flash” steam escape from the receiver vent. With the Schaub 
Heat Reclaim System, all ‘“‘flash’’ heat in the condensation 
above 212°—bought and paid for 
as fuel—is reclaimed and trans- 
ferred to the feed water on the 
way to the boiler. In addition, 
the System assures higher qualit 
steam capable of doing more an 
better work with automatic boiler 
water level control and automatic 
feeding. The result is more steam 
from your present boiler (or boil- 
ers) plus significant fuel savings. 
Here are ALL THE FACTS 

New Bulletin No. 542 tells how 
Schaub Systems quickly pay for 
themselves, in more efficient boiler 
operation and fuel savings. 

FOR FREE COPY TODAY. 


FRED H. SCHAUB ENGINEERING CO., INC. 


329 W. Huron St., Chicago, Illinois 


When inquiring specify FEP1657 — see information request blank, pgs. 2-3 
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Scrubber Removes Milk Stone 


Rotary power unit takes off deposits immediately; 
does away with methods of soaking and 
circulating cleaners 
Uses — For re- 
moving milk 
stone from plate 
heat pasteur- 
izers, vats and 
other dairy 

equipment. 
Features — Ac- 
cording to the 
manufacturer, 
tests made with 
the machine 
have proved that 
it is possible to 
remove milk 
stone from pas- 
. quickly removes teyrizers within 
a fraction of the 
time formerly required, immediately after the last run. A 
mirror-like surface is left by the scrubber, retarding fur- 
ther formation of the deposits. Costly methods of soaking 
and circulating cleaning detergents are eliminated. 
Description — Unit is portable and self-contained, making 
it possible to consolidate the average plant cleaning equip- 
ment in one versatile machine. The rotary power brush 
may be removed and a flexible polishing disc attached for 
polishing the exterior of the plant equipment. It is also 
possible to remove the angle head and insert a solution feed 
tube cleaning shaft up to 10 ft. for cleaning preheater, 
cooler and evaporator tubes. A solution feed scrubbing 
handle up to 36” long is also interchangeable for kettle 
scrubbing and similar jobs. Marketed under the name 
‘“‘Nemco Rotary Scrubber,” the machine needs no special 
wiring and can be plugged into the lighting circuit. 
NATIONAL ELECTRIC MFGRS. CO., Dept. FEP, 60 E. 
42nd St., New York, N. Y. 


When inquiring specify FEP1658 


Fluorescent Starter Cuts Flashing 


Opens circuit when lamp fails; protects itself and 
ballast; makes immediate change unnecessary 





ROTARY SCRUBBER .. 
milk stone from pasteurizers 


see information request blank, pgs. 2-3 


Uses — To start fluorescent 
lamps, protect ballast and starter, 
and eliminate the flashing of 
failed lamps. 

Features — Automatically opens 
the circuit when a lamp fails, 
making it especially helpful for 
installations that make immedi- 
ate replacement of a lamp im- | 
pe Prevents abuse of the 
allast and starter, because fail- 
ing lamp cannot flash on and off. 
Eliminates power losses and an- 
moyances caused by flashing of 
burned-out lamp. Newly devel- 
oped unit will be added to the 
““Mirastat”’ line of starters. 


HYGRADE SYLVANIA CORP., 
Dept. FEP, Salem, Mass. 


When inquiring specify FEP1659 — see information request blank, pgs. 2-3 





FLUORESCENT 
STARTER... 
protects self 





SUPER-STRONG 


WOOD - METAL 
RUBBER - PLASTIC 


Exclusive patented 

features make Rodney 

Hunt Rolls the strong- 

est and lowest cost rolls 

ever built. Made of wood, metal, 
rubber, or plastic in a wide range 


of lengths and diameters. Have 
ended roll troubles and cut roll 
No. 251 costs in hundreds of plants. 


Patented “SHAF-TITE” Roll 


Write for Catalog 


Our new Roll Catalog No. 740 illus- 
trates and describes a wide range of 
wood, metal and rubber rolls. Also 
wood and stainless steel reels, show- 
ing many patented features. 


RODNEY HUNT 
MACHINE COMPANY 


RV Mee ae Orange, Mass., U.S.A 





| ye a ee 
CLARK Industrial 
HAULAGE VEHICLES 


@ DELIVER THE GOODS 
@SAVE MANPOWER 
@ SPEED PRODUCTION 


see information request blank, pgs. 2-3 


GAS OR BATTERY POWERED 


Material Handling Experts 


are Ready to Serve You 
FOR VICTORY — BUY UNITED STATES WAR BONDS 


CLARK TRUCTRACTOR 


BATTLE CREEK, MICHIGAN, U.S.A 





When inquiring specify FEP1661 — see information request blank, pgs. 2-3 
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FasTeR! FASTER! FASTER! 
THANKS TO ao 


@ Box stitching 

today must be 

done in more 

than double quick 

time ! And it’s 

being done in 

plants where the 

new, sturdily 

built, low cost 

Aame _Silverstitch- 

ers are installed. 

And they're mak- 

ing all types of 

box stitching eas- 

ier and more eco- 

nomical. Many 

times production 

of stitched cartons is doubled . . . costs reduced 50%. In ad- 
dition, a stronger carton is assured. Acme Silverstitchers made 
in standard and in special sizes and types . . . to meet every 
carton stitching requirement. 


ACME WIRE AND EQUIPMENT 
FUNCTION AS A UNIT 


. . . that’s why you are assured of better, faster stitching year 
after year. Both wire and equipment are supplied and GUAR- 
ANTEED by Acme Steel Company. ‘Write today for the facts 
on faster and better stapling . . . lower carton stitching cost. 
There is no obligation. 


AUME STEEL COMPANY 


2819 Archer Avenue, Chicago, Illinois 
BRANCHES AND SALES OFFICES IN PRINCIPAL CITIES 


When inquiring specify FEP1662 — see information request blank, pgs. 2-3 


SARCO No.9 » 


THERMOSTATIC 
STEAM TRAPS 


_ More speed because the Sarco 

, 9 vents air rapidly. "Gang- 

at steam" is its motto. 
Mac for pressures up to 250 Ibs., it 

or seat change when —- 


SARCO COMPANY, INC 
475 Fifth Avenue, New York, N. Y. 


SARCO 


SAVES STEAM 


When inquiring specify FEP1663 — see information request blank, pgs. 2-3 
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PRODUCTION 
One-Man Truck Handles Drums 


Trucker can handle up to 1000 lbs. without helpers; 
third wheel valuable for weighing and standing 


Uses — To 

“break over” 

steel drums, 

wood barrels 

and kegs. 

Features — 

Saves labor and 

man-hours by 

making it possi- 

ble for one 

trucker, with- 

out helpers, to 

handle up to 

1,000 Ibs. He 

simply runs the 

truck up to the 

drum or other 

containers to be 

moved, slips an 

adjustable hook DRUM & BARREL TRUCK ... 

over the top one man handles 1000 Ibs. 

chime, pulls the handle, and the truck is loaded automat- 
ically and smoothly. An extension foot pedal increases 
leverage for easy “break over.” Housed in the foot pedal 
is a third wheel, which insures perfect balance and load 
support, besides ‘enabling the truck to stand alone when 
loaded, an asset when loading or when trucker is inter- 
rupted while moving a load. Rubber tired or malleable 
wheels are equipped with high grade roller bearings for 
easy mobility. 


SABIN MACHINE CO., Dept. FEP, 6536 Carnegie Ave., 
Cleveland, Ohio. 


When inquiring specify FEP1664 — see information request blank, pgs. 2-3 


Strip Steel Fins Increase Heat 
Capacity of Transfer Tubes 


Cut required footage of scarce tubing, saves space; 
in new equipment or as replacement 


Uses — To decrease the amount 
of plain bare tubing required in 
heat transfer applications and 
increase the efficiency of such 
installations. 
Features — Fins made from 
strip steel, of which there is no 
scarcity. Smaller number of 
tubes or shorter tubes required 
for a given service resulting in 
less weight, less space, smaller 
shell, fewer fittings and easier 
maintenance. 
“FINTUBE” . . transfers Performance — One foot of 
more heat ““fintube”’ is said to do the work 
of several times that length of 
plain bare tubing. For example, one foot of ‘“‘fintube” 
does work of 4 to 6 feet of plain bare tubes in steam to 
bunker C fuel oil heaters; of from 6 to 10 feet in water 
to gas coolers; of from 4 to 6 feet in quench oil coolers; 
and of from 2 to 7 feet of plain bare tubes in hydro- 
carbon condensers. Generally, they provide a secondary 
heat transfer surface 6 to 15 times that of bare tubes, per- 


Ra es 


i/o ty 


= TANK: 


For a continuous supply of uniformly 
heated brine, syrup or juices depend on 
LEE Nocoil Tank Units. Individually 
heated, one tank is emptied while 
another heats. 


NOCOIL 


WRITE FOR THE LEE CATALOG DESCRIB- 
ING LEE NOCOIL TANK UNITS 
AND ALL LEE EQUIPMENT IN DETAIL. 


METAL PRODUCTS CO., INC. 
414 PINE STREET 
PHILIPSBURG, PENNA. 


When inquiring specify FEP1665 — see information request blank, pgs. 2-3 





PROCESSING EQUIPMENT 


~ for the FOOD INDUSTRY 


When inquiring specify FEP1666 — see information request blank, pgs. 2-3 


FOOD EQUIPMENT PREVIEW 
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mitting the primary and secondary surfaces to be propor- 
tioned to the heat transfer coefficients of the materials 
being processed. 

Description — Fins made of strip steel are welded integral- 
ly on the outside of bare tubing. Adaptable to the widest 
range of heat transfer requirements. Available in original 
equipment from most heat exchange builders and can be 
installed in existing shells with only minor changes to tube 
sheets or other small alterations. Specific requirements 
depending on the commodity, flow, temperature differ- 
ential, pressure and other condition can easily be filled. 
“Fintubes” are available with any commercial size low 
carbon steel center tubes from 4 to 7 in. O. D. with 
from 14 to 114 in. low carbon fins and with 4 to 6 in. 
chrome steel fins. With 18-8 chrome nickel steel center 
tubes with 4 to 6 in. chrome or 18-8 stainless steel fins. 
Tubes can be lined with copper, zinc, lead or aluminum if 
desired when corrosive or other special commodities are 
to be handled within the tube. 

THE BROWN FINTUBE CO., Dept. FEP, 119 Filbert 
St., Elyria, Ohio. 


When inquiring specify FEP1667 


Small Pipe or Tubing Insulation 


see information request blank, pgs. 2-3 


Light weight, small size and ability to “stay put” 
under severe shock and vibration 


Uses — Originally designed for insulating small diameter 
heating lines of large airplanes, materal has many indus- 
trial applications where small pipe or tubing is used to 
carry hot gases or liquids. 

Description — Material is made in the form of a seamless 





In Plants Converted to War Work 


DO YOUR MOTORS 
MATCH THE JOB? 






kKkKeae Keke K KK 


Write 
B fr « copy 


ee anl xy 
y kkk Kae KKK 
F you’re undertaking new work, if you’re ‘‘switch- 
ing’’ motors from one job to another, or equipping 
machines with new motors—you’ll find in this 
Motor Fitness Manual facts to save your time. 
Send for your copy (No. GEA-3873). General 
Electric, Schenectady, N. Y. 











BUILDER OF TR/ CLAD MOTORS 


GENERAL (§{) ELECTRIC 





When inquiring specify FEP1668 — see information request blank, pgs. 2-3 


AUGUST-SEPTEMBER, 1942 


braided tube of long 
fibre asbestos with a 
wall thickness of 
4”. It is offered 
in sizes to fit pipes 
1” I.D. and smaller. 
Ordinarily packaged 
in reels of 100 ft. 
length, but can be 
furnished in any de- 
sired length. Weight 
averages about .30 
lb. per running foot 
in the 14” LD. size. 
Standard grade is recommended for temperatures up to 500 
deg. F., and special material can be supplied for higher 
temperatures. Insulation is supplied either plain or with a 
water and grease repellant coating. In applying, the insula- 
tion is slipped on before assembly and is clamped at either 
end after being stretched tightly lengthwise on the pipe. 
Simple wire clamps are available or any ordinary hose 
clamp can be used. 

UNION ASBESTOS & RUBBER CO., Dept. FEP, 1806 S. 
54th Ave., Cicero, Ill. 


When inquiring specify FEP1669 





SMALL PIPE INSULATION 
.. . for hot gases & liquids 


see information request blank, pgs. 2-3 


Cold Room Air Conditioner 
Uses Non-Frosting Fluid 


Provides constant temperature —50 degrees F. to 
—80 degrees F.; no corrosion from 
brine or calcium 


Uses—To provide a constant 
temperature to cold rooms as 
low as—50 degrees to—80 de- 
grees F. for manufacturers 
who wish to test or normalize 
parts, materials or machinery 
at such temperatures. Also 
suitable for experimental lab- 
oratories. Can be used to supply 
fresh make-up air to such 
rooms at correct low temper- 
atures. 


Features—Constant operation 
uninterrupted by ice or frost 
formation on cooler coils. No 
corrosion of equipment because 
of contact with brine or calcium. 
Description—Equipment _ uses 
a non-frosting liquid (no 
brine). Unit consists of cool- 
ers operated in stages. The 
first stage reduces the temper- 
ature just above the freezing 
point of water and removes 
humidity ; second stage removes 
the balance of the moisture 
while the third stage produces 
and holds the required final 





COLD ROOM AiR 


CONDITIONER ( } 
provides constant temperature. Moisture is fe- 
temperature moved from the air below 32 


degrees F. without causing ice formation on coolers. The 
special non-freezing liquid employed is continuously re- 
concentrated by a unit provided for this purpose. 


NIAGARA BLOWER CO., Dept. FEP, 6 E. 45th St., 
New York, N. Y. 


When inquiring specify FEP1670 — see information request blank, pgs. 2-3 
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A CONVEYOR CHAIN 
THAT OPERATES IN ) PLANES 


@ Link-Belt Universal Carrier Chain is an accurately 
made, finished steel chain equipped with smooth, uni- 
form, steel top plates. It carries containers — bottles, jars, 
cansin the process of manufacture, and in cleaning, filling 
and capping operations around corners, without sliding. 
Its extreme flexibility permits conveyors to be arranged 
to clear machines and other obstructions, 
as it operates in rectangular, circular, semi- 
circular or irregular paths. Made in several 
standard sizes and in other metals to suit con- 
ditions. Send for Folder 1637. eei2 
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LINK-BELT COMPANY 


Indianapolis, Chicago, Philadelphia, Atlanta, 
Dallas, San Francisco, Toronto. Branch offices, 
warehouses and distributors in principal cities. 


LINK-BELT 


> UNIVERSAL ~ CARRIER 


CHAIN 


see information request blank, pgs. 2-3 
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When inquiring specify FEP1671 - 





TO FILTER FASTER 


LARGER FILTER AREAS 


SE 
‘ AT el 


The Shriver Pressure 
Filter gives you maxi- 
mum fitlering area and 
holding capacity per 
unit of cost and size. 
Ic permits the use of 
any filter aid in any 
quantity to speed up 
and improve filtration. 
Moreover, it permits 
you to operate at any temperature, even to wash or extract 
the residue. 

Whether you filter, bleach, decolorize, deodorize or purify 
your product, a Shriver Filter will step up the job no matter 
how small or large the batch. 

Write for Bulletin No. 110 to T. Shriver & Company, 830 
Hamilton St., Harrison, N. J. 


VER FILTERS 


giFY—PURIFY—RECOVER 


sHRI 


CLA 





When inquiring specify FEP1672 — see information request blank, pgs. 2-3 
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.. Wheelco 
UNIVERSAL 
Temperature Controllers 


can give you: This 


NEW 
BULLETIN 


— fully describes 
and illustrates 
Wheelco Universal 


1. “Electronic Principle” Control, plus 


Extreme accuracy of temperature 
measurement, plus 


Interchangeability of all component 


parts, plus 
ane 1 d 
Interchangeability of scale ranges, Soe Wheckee to- 


plus struments. Write, 
TODAY, 


Ready accessibility of all parts for letin Z6000. 


individual checking, plus 


Setting devices which may be § 
mounted and locked within the 
instrument case as a precaution 
against sabotage. 


Wheelco’ UNIVERSAL Controllers in- 
clude Capacitrols, Potentio-trols, Limi- 
trols and Resistance Therm-otrols. 


Wheelco UNIVERSAL Controllers have 
unlimited applications for indicating, 
measuring and controlling temperatures. 
For complete information on these in- 
struments write for free bulletin. 


Wheeles Instruments Cr. 


839 HARRISON STREET + + + CHICAGO, ILLINOIS 


When inquiring specify FEP1673 —- see information request blank, pgs. 2-3 


YOU CAN STAND BACK 


CL ay oe Ce 


FOR A 


ae tie 


-.. all-metal temperature gauges also 
provide the ruggedness. . . the long-life 
eccuracy...essential in these busy days! 


Every step ... every minute . . . is vital in this battle against 
time. Which explains why WESTON all-metal Temperature 
Gauges have been so widely adopted throughout industry. 
Readily mounted at any angle desired, their large gauge-type 
dials can be accurately read from a distance. In addition, their 
simplified all-metal construction . . . without liquids or gases 
. +» provides unusual ruggedness and eliminates the common 
sources of thermometer troubles. They stay “on the job”... 
maintaining their high initial accuracies .. . far longer! Avail- 
able in sizes and stem lengths for most needs. Accuracy guar- 
anteed within 1% over entire scale. Literature sent on request. 
Weston Electrical Instrument Corporation, 669 Frelinghuysen 
Avenue, Newark, New Jersey. 


W ESTO Ny TEMPERATURE GAUGES 
When inquiring specify FEP1674 — see information request blank, pgs. 2-3 
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INSTRUMENTS 


Midget Testers Determine pH 


Small, inexpensive outfits indicate chlorine content 
and alkalinity of water; two types available 


Uses — For the 
rapid determina- 
tion of pH and 
residual chlorine 
content of wa- 
ter. 

Operation — 
Chlorine deter- 
mination is 
made by filling 
the cell to the 
mark (11.5 cc) 
with the water 
to be tested, 
adding 0.5 cc of 
ortho _ tolidine, 
comparing with the standards, and reading the chlorine 
content directly from the values on the block. A pH 
determination is made in the same manner, except that 
0.5 cc of phenol red is added to the test sample. 
Description — Model A is designed for determining 
both chlorine and pH. On one side of the block are four 
chlorine standards, 0.1, 0.3, 0.5, and 0.8 ppm; while on 
the other are four phenol red standards, 6.8, 7.2, 7.6 and 
8.0. Vials of ortho tolidine and phenol red, with 0.5 cc 
pipettes, are supplied with this model. The other, Model 
C, is for chlorine determination only. The comparator 
block contains six standards, representing 0.0, 0.1, 0.2, 
0.3, 0.5 and 0.8 ppm of chlorine. A 20 cc vial of ortho 
tolidine, with 0.5 cc pipette, is included with this set. Cells 
are of molded pyrex, and either set can be obtained with 
or without a wooden case. 


W. A. TAYLOR CO., Dept. FEP, 7300 York Rd., Balti- 
more, Md. 


MIDGET TESTER .. . rapidly 
determines chlorine content 


When inquiring specify FEP1675 — see information request blank, pgs. 2-3 


Counter Stops At Selected Number 


Signal is set off when counting reaches a 
predetermined amount; unit may be 
located at distance from work 


Uses — Particularly 
applicable in count- 
ing objects passing 
on a conveyor or be- 
ing delivered from a 
machine; effective 
when grouped in a 
remote control room 
where one operator 
controls functions at 
distant points in a 
plant. 

Features — Being 
electrically operated, 
these counters may be located near to or at a distance from 
the things being counted. They may be actuated by any 
switch, relay or photo-electric unit with a closed period of 
.035 second or more, and an open period of .040 second 
or more. Any number from 1 to 9999 can be quickly set 


ELECTRICAL COUNTER .. . gives 
signal at pre-selected number 


oF CyenMmrnos 


up simply by turning the knob pointers to the proper digits. 
When the count reaches the predetermined number thus 
selected, a control and signal circuit is closed — or opened. 
This circuit may be used to sound an alarm or operate a 
relay to perform any desired function. Counting ceases at 
the predetermined number until a reset lever is depressed, 
which takes only an instant, and the instrument is ready 
for a new count cycle. To change the predetermined num- 
ber, the knob pointers are merely turned to the proper 
digits before resetting. The unit is called the “Monitor 
Model PDC-E Predetermined Electric Counter.’’ Bulletin 
describing it in detail is available upon request. 
PRODUCTION INSTRUMENT CO., Dept. FEP, 702- 
04 W. Jackson Blvd., Chicago, IIl. 


When inquiring specify FEP1676 see information request blank, pgs. 2-3 


. for outdoor and indoor use 


PHOTO-ELECTRIC ALARM . 
. completely surrounds large area 


Long Range Photo-Electric Alarm 
For Outdoor and Indoor Use 


Installations can completely surround large areas 
requiring protection; designed for 24 hour service 


Uses: Te provide long range burglar alarm protection 
completely around factories, power plants and other vital 
areas. 

Features: Special unit latches alarm in operation, once the 
light beam has been momentarily broken, until the reset 
button is operated. 

Description: light source projects a practically invisible 
light beam for a distance of 350 to 700 feet. Installations 
of this equipment makes it possible to completely surround 
large areas. If the light beam is broken by intruders, the 
photo-electric contacts close, thereby sounding alarms, op- 
erating a central station system, closing gates, turning on 
flood lights or putting other protective measures into action. 
Control is provided with latching unit, including a push 
button station which may be located at any convenient 
point. Photoswitch is unaffected by changes in local light 
and is designed for 24 hours operation. Relay contacts 
are pure silver and will handle 15 amps. A. C. and 8 
amps. D. C. Control operates from 115 volts A. C. 
source of supply. 


PHOTOSWITCH INC., Dept. FEP, 21 Chestnut St., 
Cambridge, Mass. 


When inquiring specify FEP1677 — see information request blank, pgs. 2-3 


FOOD EQUIPMENT PREVIEW 
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are good soldiers on the pro- 
duction line... rugged, con- 
stantly dependable, they are 
well fitted to guard against 
waste, lost time...conserving 
we precious man-hours that can 
be used to produce MORE 
.. ready to give you accurate 
count day after day, as you 
turn out essential products 
for winning the Victory. 
“B’ Check your machines now 
to see where you can use 
Productimeters. Then... 


COMPLETE DETAILS! 
A. Catalog 16—Electrically 
operated counters 
ial B. Catalog 7—Stroke Counters 
“Cr C. Catalog 10—Case Counters 
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DURANT MANUFACTURING COMPANY 


1951 N. Buffum St. — 192 Edd 7 
Milwaukee, Wis. PRODUCTIMETERS Sisoldinen + 


pum SPECOOMETENS OF INDUSTRY}; 





When inquiring specify FEP1678 — see information request blank, pgs. 2-3 
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A Complete New Cata!oy of 
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WHAT'S NEW IN MODERN pH EQUIPMENT? This booklet tells you! 

@ Lists and describes over 60 different glass electrodes 
and electrode assemblies for a wide range of applica- 
tions from industrial process control to specialized re- 
search, food and biological work! 

@ illustrates and describes the three basic types of Beckman 
pH Instruments — Laboratory, Industrial, and Automatic 
— and accessory equipment for each. 

@ Also illustrates many other accessory items that increase 
the speed, convenience, and accuracy of modern pH 


control! 
NO MATTER WHAT TYPE of pH work you are interested in — 
research, food laboratory, vitamin, process control, etc. — you 


should have this valuable reference booklet at hand for checking the 
newest equipment available for YOUR particular pH application. 


SEND FOR YOUR FREE COPY TODAY. When writing, 
ask for Beckman Bulletin No. 86! 
W orld’s Largest Manufacturer of Glass Electrode pH Equipment 
NATIONAL , TECHNICAL LABORATORIES 


SOUTH PASAD CALIFORNIA 


VAT LEADING NAME IN pH 





When inquiring specify FEP1679 — see information request blank, pgs. 2-3 


AUGUST-SEPTEMBER, 1942 








INSTRUMENTS 


Sight Feed Bubbler For Liquid 
Level Gauges and Flow Meters 





Two types available; selection of pyrex or plastic 
bowls for varying pressure requirements 


Uses — This bub- 
bler was primarily 
designed for the 
continuous opera- 
tion of tank liquid 
level gauges. It 
has, however, an 
even wider applica- 
tion where a sight 
indicator is re- 
quired — to purge 
lines (giving vis- 
ible indication of 
gas flow), to note 
the presence of 
harmful or unde- 
sirable gases and 

| use in connection 
| with flow meters 
for the measure- 
ment of corrosive 
. provides materials, thereby 
eliminating the 

problem of | satis- 





A 


SIGHT FEED BUBBLER . 
full view of bowl 


factory sealing fluids. 

O peration—Bubbler bowl is filled with liquid. Rate of 
bubbling is adjusted by means of a stainless steel needle 
valve at the top of the unit. All air or gas passes the 
needle valve before entering the bubbler tube inside the 
bubbler bowl. 

Description—Available in two types, ring type and strap 
type to meet necessary specifications depending upon the 
application, corrosion resistance necessary and pressure re- 
quirements. Ring type (illustrated) has the bubbler bowl 
fastened to the body by means of a packing ring held in 
position by six screws. The strap type has the rubber 
bowl fastened in position by means of a clamping screw 
at the bottom of the swinging strap. Bubbler when fur- 
nished with bowl of molded pyrex, 21/4,” in diameter and 
314” deep, withstands pressures up to 30 Ibs. per sq. in. 
Plastic bowl available for pressure up to 100 lbs. per sq. 
in. Metals used are brass or semi-steel. Descriptive Bul- 
letin 21 available upon request. 


THE MERIAM CO., Dept. FEP, 1954 West 112th St., 
Cleveland, Ohio. 


When inquiring specify FEP1680 — see information request blank, pgs. 2-3 


Acid Proof Stoneware Laboratory Equipment 


Twelve-page-and-cover catalog provides complete purchas- 
ing information regarding extensive line of acid ~— 
chemical stoneware laboratory equipment. Illustrated and 
described in detail are one piece molded sinks, acid waste 
pipe and fittings, ventilating pipes, sink outlets, sumps, 
waste and distilled water jars. Material is ceramic, en- 
tirely corrosion-proof, all the way through. Specification 
tables and directions for making joints are included. Cata- 
log available upon request. 


MAURICE A. KNIGHT, Dept. FEP, Akron, Ohio. 
When inquiring specify FEP1681 — see information request blank, pgs. 2-3 








To keep production wheels 
humming by co-operating 
with the demands of Uncle 
Sam and industry. 


To give as quick a de- 
livery as possible. 
To build strong, well- 
made thermometers 
for many years of- 
service. 
To furnish guaranteed accuracy 
and a mercury column with a wide RED 
column for quick reading. 


To help you in selecting the right ther- 
mometer for your needs. 


ae Sa 


To do our very best for everyone that 
we can. 


eo eS 6.8 


So that we can all enjoy an Early Victory. 
We ask your co-operation and we pledge 
ours. 

Remember PALMER Thermom- 
eters on your next order. 


(Catalog No. 300-D sent 
promptly) 


ieee 
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2519 NORWOOD AVE., CINCINNATI NORWO 


When inquiring specify FEP1682 — see information request blank, pgs. 2-3 





To our many friends who have helped make 
our first 50 years successful 


we wish to thank you for your support in the past 
and to express the hope that we may have the 
privilege of serving you in the years to come. 


THE POWERS REGULATOR COMPANY 
Offices in 47 Cities 
50 Years of Automatic Temperature and Humidity Control 





When inquiring specify FEP1683 — see information request blank, pgs. 2-3 
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| "The best 


pump buy we 
ever made!?”’ 








| Taber design features: 


Solutions pumped. 
ing vibration. 


“1 322 ELM ST. 


When inquiring specify FEP1684 


"1 Above statement was made recently by a chemical 
process plant executive, referring to a Taber Ver- 
tical Pump. Why? Because, he says, we first made 
recommendations to suit the job instead of “just 
selling” a pump... AND because of the following 


Deeper stuffing box that seals better against 
vapors or gases of Chemical Solutions. 


; Stuffing box kept out of liquid. Repacking in- 
terruptions are reduced to a minimum. 


Longer bearings to compensate for non-lubri- 
cating properties of liquids or other Chemical 
| 


» Larger shaft diameters that prevent damag- 


a WRITE FOR NEW BULLETIN V-837 
A 


TABER PUMP CO. (Est. 1859) 
ss ~=BBUFFALO, N. Y. 


see information request blank, pgs. 2-3 


HERE'S A QUICK WAY 
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CAPACITORS enable your present wiring pypang, 


to carry more power 


You can add motors—also electric fur- P= 
naces or other equipment—to circuits | 
that are already overloaded if the power 


factor is low. How? By installing capac- 
itors. They will neutralize the reactive 
(nonworking) kva and enable the entire 
system to carry more working current — 
as much as 40 per cent more in some 
cases. Ask your G-E representative to- 
day to estimate the possible increase in 
your circuit capacity. 





When inquiring specify FEP1685 
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CAPACITORS 
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For Helpful 
Information 
Write for Bulle- 
tin GEA-77. Gen- 


eral Electric Co., 
Schenectady, N.Y. 


- see information request blank, pgs. 2-3 
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Proportioner Can Be Used on Any 
Standard Flow Measuring Device 


Provides accurate feeding of chemicals in proportion 
to volume of water being treated 


Uses —To 
provide accu- 
rate feeding of 
chemicals i n 
proportion t o 
the volume of 
water being 
treated. 
Features — In- 
sures uniform 
treatment at all 
times regardless 
of volume of 
water entering 
treating _ plant. 
Instant increase 
or reduction of 
chemical charge 
should water re- 
quire a change 
of treatment. 
Description — Proportioner can be used with any standard 
type of flow measuring device such as venturi, orifice, pro- 
peller or disc type meter which can be equipped with a 
contactor. Chemical proportioner can be placed at any 
distance from the proportioner and chemical feeder. This 
equipment consists of a standard make of timer, relays, 
motor, reduction gear and cable drum; all completely as- 
sembled in a control box designed for mounting on the 
chemical tank. The flow measuring device equipped with 
a contractor is placed in the raw water supply line leading 
to the treating plant. The impulse set up by contactor 
is transmitted electrically to the proportioner which is set 
in motion and lowers the swing pipe into the chemical 
feeder thus providing feed of chemicals in proportion 
to flow of water. Feeder can be operated manually in 
event of failure of meter contactor. Tests show accuracy 
of within 2% at all rates of flow of raw water into treat- 
ing plant. 


CONTROL BOX provides quick aad ac- 
curate operations 


GRAVER TANK & MFG. CO. INC., Dept. FEP, 4809- 
12 Tod Ave., East Chicago, Ind. 


When inquiring specify FEPI686 see information request blank, pgs. 2-3 


Catalog of Pressure Recorders 


Well illustrated 32-page catalog covers instruments for 
the measurement and recording of industrial pressures 
of all kinds, in ranges from 1 inch of water to 20,000 
Ibs. A complete list of standard ranges is given, 
accompanied by full-size reproductions of specimen 
charts. Catalog numbers have been assigned to the 
instruments of standard design and to standard acces- 
sory units, to facilitate ordering. Various types of 
pressure measuring elements are illustrated, with an 
explanation of the conditions under which each is most 
suitable. Other sections describe methods of instru- 
ment mounting, types of cases available, integral electric 
signal systems, accessory equipment and some other 
pressure measuring instruments. Copies of Catalog 
22-A are available upon request. 


FOXBORO CO., Dept. FEP, 174 Neponset Ave., Foxboro, Mass. 


When inquiring specify FEP1687 — see information request blank, pgs. 2-3 
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Beating Production Schedules! 


a 


; “Weld-Bilt" - 


* of . 
* 
Hydraulic Lift Trucks! 
* a 
* Many a Wartime Production schedule is going through on + 
time — with the help of ‘‘Weld-Biit’’ Hydraulic Lift Trucks. 
3 Because ‘‘Weld-Bilt’’ Trucks are built to move Army, Navy, 
* i Air Corps, and Wartime Materials faster, easier, saving men, * 
energy, time. 
= i * 
Let us show you the many ‘‘Weld-Bilt’’ features that make 
this greater efficiency possible. Write or wire for details 
+ j TODAY! 
* 
| New Streamlined ‘‘WELD-BILT’ Hydraulic Lift Truck Model 
* “D’’, with HORIZONTALLY mounted Hydraulic unit. Capac- * 


ities up to 10,000 Ibs. 





W730 


Materials Handling Engineers 


West Bend, Wisconsin 
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When inquiring specify FEP1688 — see information request blank, pgs. 2-3 





Heres why this Cat 
so Valuable 


i) 





Manufacturers of Spray Nozzles 
for Every Industry 


SPRAYING SYSTEMS CO. 
4036 W. LAKE ST. 


When inquiring specify FEP1689 — see information request blank, pgs. 2-3 
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Eastern Factory: 
Somerville (Boston), Mass. 


Toronto, Canada: 





CLOSER CONTROL DEMANDED 


Jetfrey-Traylor drying and cooling systems (type HD direct 
dryer shown) provide automatically-controlled feed rates, pro- 
cessing time and temperatures. 
trol. ranulating or pulverizing and screening units can be fit 
into these systems. ‘or food processing—specify Jeffrey-Tray- 
lor design. (Pat. & Pats. Pending.) 


THE JEFFREY MANUFACTURING COMPANY 


853-99 North Fourth Street, Columbus, Ohio 


St. Louis 
Pittsburgh 
Salt Lake City 
Scranton 


Baltimore Cincinnati 

Birmingham Cleveland 

Boston Denver 

Buffalo Detroit 

Chicago Harlan, Ky. 
When inquiring specify FEPI690 


see information request blank, pgs. 2 


Result—accurate product con- 
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Let ForgeWeld Bear 
The Extra Burden 


Food wins battles just 
as surely as bullets. Un- 
der the extra burdens of 
feeding the growing ap- 
petites and pocketbooks 
of a hard-working Nation, 
make ForgeWeld Casters 
carry your trucks and 
portable equipment for 
you. 


Users by the hundreds, of 
ForgeWelds BY THE THOU- 
SANDS, now are proving 
this drop-forged steel, light 
swiveling unit can take what 
Industry is dishing out. 
Write for the circular with 
full specifications, types and 


sizes. 


SERVICE CASTER & TRUCK CO. 


515 N. Brownwood Ave., Albion, Mich. 
440 Somerville Ave., 


tion, Ltd., SC&T Co., Division. 


RVI 


Mobilizers of inaustry 
When inquiring specify FEP1691 — see information request blank, pgs. 2-3 


AUGUST-SEPTEMBER, 


United Steel Corpora- 


Regular Duty to 3,600 
. . Heavy Duty 6,000 to 
8,000. Drop-forged '/2” thick top plate 
Oversize SAE 
1045 steel axle with Hyatt bearing. 
Swivel ball bearing of twin circles in 


hardened raceways. (Brinell 230). 








INSTRUMENTS 





Fluorcphotometer Employs Novel 
Slide Carriage 


Accelerates control work in the determination of 


vitamins and minerals 


Uses: Universal 
application in 
fields of  fluor- 
ometry, colorim- 
etry and_ turbi- 
dimetry using 
wave lengths of 
narrow bands 
over the entire 
range of the spec- 
trum from 3,000 
to 8,000 A. De- 
signed to accel- 
erate routine con- 
trol work in de- 





FLUOROPHOTOMETER ..... termination of 
complete self contained unit vitamins and 
minerals. 


Features: Novel slide carriage accommodating both the 
blank and sample to be tested. Automatic shutter shields 
sample from the light beam and cuts in the measuring 
circuit. 

Description: Complete, self-contained unit, incorporating 
a simple electric circuit, eliminating the use of amplifier 
and stabilizer. May be used either with absorption cuvettes 
or test tubes. 


PFALTZ & BAUER, INC., Dept. FEP, Empire State Bldg., 
New York, N. Y. 


When inquiring specify FEP1692 see information request blank, pgs. 2-3 
Control Motor For Operating 
Butterfly Valves, Dampers 


Microtrol has high torque proportioning control 
motor 


Uses — For oper- 
ating butterfly 
valves, multiple ra- 
tio fuel valves and 
regulation of dam- 
pers in air con- 
ditioning and dry- 
ing systems. 
Features — All oil 
submerged units 
have operating 
mechanism com- 
pletely submerged 
in oil and sealed 
in die-cast case. 
Description — 
High torque pro- 
MICROTROL . . . . assures dependable portioning control 
operation motor with built-in 
limit switches and 
potential dividing rheostat. Output shaft is driven by a 
Shaded pole induction motor through gear reduction of 
machine cut, heat treated gears. Request Bulletin F-1420-3. 


BARBER-COLEMAN CO., Dept. FEP, Rockford, III. 
When inquiring specify FEP1693 — see information request blank, pgs. 2-3 


a 








It's the patented hori- 
zontal plate design that 
makes the difference. 
Only the Sparkler can 
give quality at lower 
cost with SPEED. 

Builds and holds larger 
cake — (longer filtering 
cycle) — 


coating — 
Streamlined to re- 
duce friction and 
increase flow rates 
Cake cannot break 
off — (no time lost 
for refiltering — 
CLEANING TIME 
CUT IN HALF 













203 LAKE ST. 


30%, less time for pre- 


TURN FILTER Hours 


INTO MINUTES! 


Clarify, Purify, Refine, Deep Frying Oils, 
Vinegar, 


THE ORDER OF THE DAY IS CONSERVATION 
The Sparkler can reclaim your oils making them pure and sweet again. What 
you now regard as waste can be profitably reused. 


Write For Complete Details 


SPARKLER MANUFACTURING CO. 


When inquiring specify FEP1694 - 


Syrups 







THE SPARKLER 
HORIZONTAL-PLATE 
FILTER 


















MUNDELEIN, ILL. 


see information request blank, pgs. 2-3 
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@ Source 


Tas 


tte hs sl By 
water heating @ Feed 


water preheating @ Booster 


ice @ Process liquid heating 


of hot water for space heating 


HERE is nothing new about the design and oper- 

ation of the new Johnson Steel “Instant” Heater. 
It has the same simple, sturdy construction that 
made the original Johnson Copper Tube Heater 
the simplest and easiest way to heat water with 
steam. It hooks right up to your high pressure 
steam line—needs no reducers. 

The big news about this new Johnson Heater is 
its all steel construction, which offers two important 
benefits—lower cost and prompt delivery. By 
designing this heater to avoid use of hard-to-get 
materials, Johnson is prepared to ship you an 


“Instant” Heater right now. 


Write for comprehensive bulletin 
showing sizes and capacities. 





When inquiring specify FEP1695 — see information request blank, pgs. 2-3 
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Faster, Better Mixing | 


. . » With 


EASTERN MIXERS 


FASTER — because the mixer you 
buy is adapted to do your food 
mixing right in the least time. 
Made in easy-to-clean Stainless 


Steel or Mone 


Metal, an Eastern 


Mixer can be quickly shifted 


BE 


from job to job. 
TTER — because all the fea- 


\ tures assuring good mixing are 
\, incorporated into each mixer, 


»ositively eliminating ‘‘dead 
spots.” 


Portable, 


Vertical and 


-L Side-Entering models, with 
a type for tanks of any 
size and shape. 


») For information on mi:ers to handle 


your food mixing. write 


Eastern Engineering 
Company 


44 Fox St., New Haven, Conn. 


Hlustration shows 
our Special Shal- 
low Meat Roasting 
type, with Tubular 
legs. 


GROEN Steam Jacketed Kettles 
won their wide adoption by 
better performance. Our spe- 
cial Ferruminating Process 
makes them stronger. Our ex- 
clusive Steam Jacket design 
makes them fast, scorchless 
cookers. Our streamlined 
drainage with sanitary dairy 
fittings makes them hygienic. 
And now, to save metals for 
war, they’re made of Stain- 
less-CLAD materials instead 
of solid Stainless. Inner sur- 
face of kettle and cover are 
Stainless, as heretofore. Outer 
surfaces finished in heat-resist- 
ing enamel. All famous 
GROEN features retained. 


If you have necessary 
priority, we'll endeavor 
to serve you. Write. 


Ts War eee 


When inquiring specify FEP1697 — see information request blank, pgs. 2-3 
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NEW 


Li PRM UR ee Ss 


The following literature has been issued recently by manufacturers of the products discussed and 
is available to food manufacturing executives on request. Address requests to the publishers 
by using handy request form, pages 2-3, or write to the manufacturers direct. 


Care of Stainless Steel 


Series of six wall cards, 1214” by 18” for convenient 
posting in the plant, give detailed information on how to 
care for and prolong the life of specific types of stainless 
steel equipment. Explanation of underlying causes of wear 
and corrosion and suggested precautions are given in bul- 
letin style. In addition, there is a tabulation of cleansers 
by trade name, method of application and effect on the 
finish. Included in the series are cards specifically for 
(1) food handling and serving equipment, (2) food and 
beverage processing equipment, (3) dairy equipment, 
(4) process and chemical equipment, (5) pulp and paper 
equipment and (6) textile equipment. Cards are avail- 
able upon request. 


REPUBLIC STEEL CORP., Dept. FEP, Cleveland, Ohio. 


When inquiring specify FEP1698 — see information request blank, pgs. 2-3 


Vegetable Parchment Wrappings Plentiful 


Small, handy folder, illustrates and describes in detail 
characteristics and practical applications of special vege- 
table parchment as wrappers and closures for various food 
products. Advantages discussed include durability, re- 
sistance to moisture, hot water, grease and oils as well 
as its being ordorless and tasteless. The manner in which 
this product may be printed and special service offered 
in this connection is explained. The manufacturer states 
that this material has not been restricted and is plentiful. 
Folder and information available upon request. 


PATTERSON PARCHMENT PAPER CO., Dept. FEP, Bristol, Pa. 


When inquiring specify FEP1699 see information request blank, pgs. 2-3 


Vibrating Screens for Crushing, Mining and 
Processing 


Sixteen page two color bulletin gives a complete de- 
scription of a vibrating screen which operates on the 
principle of “perfect circle’ vibration. Successful appli- 
cations in scalping and coarse to medium fine screen- 
ing operations in the crushing, mining and chemical 
processing industries are reported in the booklet. Ap- 
plication photographs and cut-away construction draw- 
ings are numerous and interesting. Copies of Bulletin 
B6151A may be had upon request. 


ALLIS CHALMERS MFG. CO., Dept. FEP, Milwaukee, Wis. 


When inquiring specify FEP1700 — see information request blank, pgs. 2-3 


Conservation of Precision Equipment 


A series of folders emphasizing the importance of in- 
cluding proper care of precision instruments in our 
national conservation program is now being issued. 
Published monthly, each folder deals with the main- 
tenance of one type of equipment. Among those re- 
cently distributed are “How to Make Safety and Relief 
Valves Last Longer,” ‘How to Make Your Thermometers 
Last Longer,” and a similar folder on globe valves. These 
are available upon request. 

MANNING, MAXWELL & MOORE, Dept. FEP, Bridgeport, 
Conn, 


When inquiring specify FEP1701 — see information request blank, pgs. 2-3 


Modern Floor Maintenance System Gives 
Utmost Sanitation, Protection, Light Reflection 


A four-page-two-color illustrated folder describes a sci< 
entific system of floor maintenance, adaptable to widely 
varying requirements of various types of floors and highly 
efficient and economical. The use of an electrically oper- 
ated unit and its various attachments to perform such 
operations as sending, buffing, wax application, polishing 
and scrubbing is fully explained and many important 
points in the suggested procedure are illustrated with ac- 
tion photos. Ease of maintaining constant sanitary condi- 
tions and adequate surface protection is emphasized. 
Of particular interest is the comment on light reflection of 
floors and the manner in which proper finishing and care 
improves general lighting, cuts costs and accident hazards. 
In addition to wood floors, the application of this equip- 
ment to asphalt, tile, linoleum aad cork floors is described 
as well as its use in scrubbing concrete, terrazo and marble. 
Folder No. 25BI sent upon request. 


G. H. TENNANT CO., Dept. FEP, Minneapolis, Minn. 


When inquiring specify FEP1702 —- see information request blank, pgs. 2-3 
“Hold Over” Milk Truck Refrigeration 


Four-page-two-color bulletin describes truck refrigeration 
equipment and includes illustrations of typical installa- 
tions. Back page shows sectional view of a truck indicating 
simple and compact design of units. “Hold over” re- 
frigeration is discussed in detail explaining how tre- 
chargeable plates, consisting of refrigerant coils maintain 
proper temperature. Bulletin W-42 available upon re- 
quest. 


KOLD-HOLD MFG. CO., Dept. FEP, 424 No. Grand Ave., 
Lansing, Mich. 


When inquiring specify FEP1703 — see information request blank, pgs. 2-3 


Waterproofing Concrete and Masonry 


Magazine-style-12-page-and-cover booklet devotes itself to 
a highly practical discussion of waterproofing concrete, 
stucco and masonry by the integral method, adding to 
the concrete at the time of mixing or with the cement 
at the mill a water repellent substance. Waterproofing 
existing concrete and masonry is also dealt with. Large 
diagrams illustrate methods of waterproofing basement 
walls. Booklet, “How to Waterproof Concrete, Stucco 
and Masonry.”” Available upon request. 


MEDUSA PORTLAND CEMENT CO., Dept. FEP, 1000 Mid- 
land Bldg., Cleveland, Ohio. 


When inquiring specify FEP1704 —- see information request blank, pgs. 2-3 


High Speed, Sanitary Scales 


Pictorial bulletin shows by scenes in various food process- 
ing plants how scales of special design meet rigid require- 
ments for durability, utmost accuracy and sanitary features. 
Applications illustrated include use in candy, frozen food, 
meat specialty, mushroom, dried fruit, sea food, coffee 
and cereal weighing. High speed performance and resis- 
tance to corrosion are emphasized qualities. Folder ‘Food 
Packaging News in Pictures” available upon request. 


EXACT WEIGHT SCALE CO., Dept. FEP, Columbus, Ohio. 
When inquiring specify FEP1705 — see information request blank, pgs. 2-3 
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NEW LITERATURE 





Increasing Service of Dairy Equipment 

How to obtain greater service from dairy equipment through 
proper operation and maintenance is explained in an 
article in recent issue of house organ of manufacturer of 
glass lined and alloy equipment. Particularly emphasized 
are vital points that require frequent checking, using 
proper tools for adjustment and repair, care and max- 
imum speeds of motors, refrigeration system problems 
and safe cleaning methods. Other articles of interest 
concern synthetic rubber and nutrition and food packag- 
ing problems. There is also a directory of the company’s 
many types of food and chemical processing and handling 
equipment. This magazine — No. 2 — Vol. XIII — 
“The Glass Lining.” Available upon request. 


PFAUDLER CO., Dept. FEP, Rochester, N. Y. 


When inquiring specify FEP1706 see information request blank, pgs. 2-3 


Package Handling Equipment 


Profusely illustrated catalog of 24 pages provides in 
condensed form general information concerning a com- 
plete line of conveyors and pneumatic tube applications 
for various industries handling packaged merchandise. 
It bears the title, ‘Standard Conveyors — Engineered to 
Meet All Package Handling Problems” and is available 
upon request. 


STANDARD CONVEYOR CO., Dept. FEP, North St. Paul, 
Minn. 


When inquiring specify FEP1707 — see information request blank, pgs. 2-3 


How to Protect Priceless Hose 


Detailed survey on hose maintenance contains many 
valuable suggestions for avoiding practices that result 
in unwarranted wear and proper methods of use in 
various applications. Care and preservation of such 
special types of hose as steam, hot water and steam 
washout hose, air, oxygen acetylene, paint, oil, gasoline 
and fire are discussed. Available on request. 


UNITED STATES RUBBER CO., Dept. FEP, Rockefeller Cen- 
ter, New York, N. Y. 


When inquiring specify FEP1708 -— see information request blank, pgs. 2-3 


Barrel, Carton Staplers & Hand Tackers 


Barrel, keg, carton and hand staplers possessing inter- 
esting and advanced features in design and operation 
are described and illustrated in a series of three two 
page bulletins. The wide adaptability of all this equip- 
ment in performing stapling operations on containers 
of various types and sizes with little or no adjustments 
is emphasized. Bulletins available upon request. 


THE BURGESS CO., INC., Dept. FEP, 2000 Scranton Road, 
Cleveland, Ohio. 


When inquiring specify FEP1709 — see information request blank, pgs. 2-3 


Machine Wraps Hard or Fragile Candy Bars 


Four-page-folder on candy wrapping equipment describes 
its wide adaptability and contains detailed postagriges 
of the machines and of actual installations in large fac- 
tories. Text explains features of design which make it 
possible to wrap the most fragile bars without the slight- 
est pressure on the product. Bulletin available upon re- 
quest. 


MODERN EQUIPMENT CORP., Dept. FEP, Defiance, Ohio. 
When inquiring specify FEP1710 — see information request blank, pgs. 2-3 
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Next to the Stars and Stripes .. . 


AS PROUD A FLAG AS INDUSTRY CAN FLY 


Signifying 90 Percent or More Employee Participation in the Pay-Roll Savings Plan 


I: doesn’t go into the smoke of battle, but 
wherever you see this flag you know that it spells 
Victory for our boys on the fighting fronts. To 
everyone, it means that the firm which flies it has 
attained 90 percent or more employee participa- 
tion in the Pay-Roll Savings Plan . . . that their 
employees are turning a part of their earnings 
into tanks and planes and guns regularly, every 
pay day, through the systematic purchase of 
U. S. War Bonds. 

You don’t need to be engaged in war production 
activity to fly this flag. Any patriotic firm can 
qualify and make a vital contribution to Victory 
by making the Pay-Roll Savings Plan available 
to its employees, and by securing 90 percent or 
amore employee participation. Then notify your 
State Defense Savings Staff Administrator that 





ou have reached the goal. He will tell you 
on you may obtain your flag. 

If your firm has already installed the Pay-Roll 
Savings Plan, now is the time to increase your 
efforts: (1) To secure wider participation and 


reach the 90-percent 
employees to increase 


oal; (2) to encourage 
eir allotments until 10 


percent or more of your gross pay roll is sub- 


scribed for Bonds. 


“Token” allotments will 


not win this war any more than “token” resist- 


ance will ke 
our homes. 


our enemies from our shores, 
your firm has yet to install the 


Plan, remember, TIME IS SHORT. 
Write or wire for full facts and literature on instal- 


ling your Pay-Roll 


vings Plan now. Address 


Treasury Department, Section D, 709 12th St., 


NW., Washington, D. C. 


Make Every Pay Day “Bond Day" 
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This Space is a Contribution to Victory by 
16—27879-1 Form No. 


U. 5S. GOVERNMENT PRINTING OFFICE 





ERTEL presents........ 
the VICTORY PUMP 


A plastic pump to meet your 


acid handling requirements 
This pump has been designed to handle a wide variety of corrosive 
chemical solutions, both acid and alkaline. The Model “G’’ Pump 
is positive in action and its simplicity of design requires a minimum 
of attention. It is constructed from dimensionally stable plastic ma- 
terial with stainless steel shafts. The unit is equipped with direct 
coupled electric motor with a built in reduction unit, to insure uni- 
form operating performance. This pump is applicable to laboratory 
and transfer work as well as pressure filtration pumping. The Model 
G” pump is obtainable in to 50 Gallon per minute capacities. 
+ Write for catalogue and particulars. 


ERTEL ENGINEERING CORP. 


Manufacturers of Liquid Handling Equipment 
KINGSTON, NEW YORK 
New York Sales Office & Showroom .. . 40 W. 48th St. 


When inquiring specify FEP1711 — see information request blank, pgs. 2-: 


WHITNEY 


Platform Conveyor : 


CHAINS 


Marae FS * 


Give 
"KID-GLOVE HANDLING” 
to Valuable Products 


This manufacturer's pharmaceuti- 
cal products get safe, smooth, sanitary handling on 
level-top Whitney Platform Chains. Breakage is 
avoided . . . container-bottoms are not soiled. And 
Whitney Platform Chains are buile on standard 
Whitney alloy-armored-steel Roller Chains . . . to 
give extra service life under today’s non-stop oper- 
ating conditions. 


, THE WHITNEY CHAIN & MFG. CO., HARTFORD, CONN. 


When inquiring specify FEP1712 — see information request blank, pgs.. 2-3 
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NEW LITERATURE 
Handbook of Acid-Proof Pipe and Fittings 


Attractive 12-page three color bulletin with unusual 
cover gives a clear and comprehensive treatment of 
the subject of acid-proof piping. Glazing, chemical 
analysis and physical properties, engineering and tech- 
nical data, installation facts and caulking compounds 
are all thoroughly discussed in the first few pages, 
after which some 45 types of bell-and-spigot piping, 
floor drains, acid proof traps, sump tanks, vent pire, 
ventilating caps and damper pipes are presented by 
means of engineering drawings and specifications. The 
book closes with material about cement-asbestos pipe, 
“Tygon line’ pipe and lead lined pipe. Bulletin No. 
550 is available upon request. 


U. S. STONEWARE CO., Dept. FEP, 60 E. 42nd St., New York, 
iN. 3 


When inquiring specify FEP1713 — see information request blank, pgs. 2-3 


Industrial Tablet Compressing Machines 


Forty-eight page illustrated book discusses the increasing 
application, economies and other advantages of manufac- 
ture, by tabletting or compressing, of fine chemicals, phar- 
maceuticals, powdered metals and similar materials. Tab- 
letted products such as catalyzers, evplosives, deodorizers, 
boiler compounds, color and dye tablets, salt cakes and 
many others are featured. Various types of automatic ma- 
chines are described, to produce small tablets at rates up to 
several thousand per minute, to apply pressures up to 300 
tons for compressing chemical cakes up to 10” diameter, 
and for a wide range of other applications. Catalog No. 
41-T may be had upon request. 


F. J. STOKES MACHINE CO., Dept. FEP, Tabor Rd., Olney, 
P.O., Philadelphia, Pa. 


When inquiring specify FEP1714 -— see information request blank, pgs. 2-3 


Wort and Beer Coolers 
Six-page-catalog-type folder presents information on cool- 
ing units for breweries. The design, construction and op- 
eration of plate type wort and beer coolers are presented 
in interesting non-technical style. A large outline photo 
illustration employs diagram treatment to identify clearly 
the various parts of the equipment. Other pictures show 
actual installations. Emphasis is given to the manner in 
which these coolers meet strict requirements of proper 
aeration, sterility, easy cleaning, moderate water consump- 
tion, economical refrigeration and thermal efficiency. Fold- 
er sent on request. 


WALKER-WALLACE INC., Dept. FEP, 14 West Utica St., 
Buffalo, N. Y. 


When inquiring specify FEP1715 — see information request blank, pgs. 2-3 


Planetary Mixers With Interchangeable Agitators, 
Portable Bowls, Automatically Emptied 


Two-color, eight-page booklet, 81” by 11” fully describes 
and illustrates this large and diversified line of mixers and 
many attachments and accessories for efficient handling of 
highly specialized requirements. Complete specifications, 
together with illustrations, present practical information re- 
garding the mixing units, capacities of bowls that may be 
used with each, automatic bowl unloading device, speed 
control and special power drive. Also described is plan- 
etary mixing principle which, it is said, overcomes strati- 
fication. Booklet is available on request. 


AMERICAN MACHINE & FOUNDRY CO., Dept FEP, 511 
Fifth Ave., New York, N. Y. 


When inquiring specify FEP1716 — ) 


see information request blank, pgs. 2-3 








FOR FOOT COMFORT AND SAFETY 
ON WET SLIPPERY FLOORS 


New Smart Women’s 
Wood Sole Shoes 


Designed for protect- 
ing women employees 
working on unhealth- 
ful, damp, slippery 
floors and rough sur- 
faces. Styled exactly 
like the Wood Sole 
Shoes recently popu- 
lar for college campus wear. Light weight maple soles are cut 
with proper rock for ease of walking. Fit snuggly at the ankle. 
Leather is soft and pliable. Color is rich russet. Available 


with composition safety toe. 
Low Cost Men’s 
Wood Sole Safety Shoe 


Especially designed to protect work- 

ers where underfoot conditions are 

too tough for ordinary shoes. Com- 

fort is built in. Vamps and uppers 

are soft pliable oiled grain leather. 
Thick felt insoles. Light weight maple soles have correct rock 
for ease of walking. Available with Safety Toes — Steel or 
Composition. Wide variety of styles. 


Write Today for FREE Catalog listing complete lines 
of shoes for men and women. Also latest prices. 


F. J. STAHMER SHOE CO. 


W orld’s Largest Exclusive Manufacturers of Wood Sole Footwear 


2381 BOIES AVENUE DAVENPORT, IOWA 


When inquiring specify FEP1717 see information request blank, pgs. 2-3 


@ The Kathabar System accurately and automatically controls 
air moisture for processing and comfort applications. Many in- 
stallations in the country's leading food and chemical plants 
have created more efficient, economical and profitable results 
through the conditioning of atmospheres. Easy to operate. Just 
set one control and the Kathabar System gives you the de- 
sired processing or working atmosphere condition. “See-Saw” 
humidity costs you money. Eliminate this with Kathabar. 


{ <6 Z / for free literature giving ap- 
\ plications and operating data. 


Kathahar 


LONTROLLED ATMOSPHERES 


SURFACE COMBUSTION « rar.eoo ania 


When inquiring specify FEP1718 — see information request blank, pgs. 2-3 
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“GENTLE PUSH” action 


prevents agitation and foaming 
AO 


“Gentle Push” action is an exclusive 
feature of Tri-Clover Pumps. The famous hI 


one age rt re — a a rary 
gentle, even flow wi pulsations or 
Sy 
TS 
« 


agitation. These pumps are ideal for 
milk, ice cream mix, fruit juices, tomato 
juice, corn, syrups, wines, beer, alcohol, 
etc. © 16 models ranging from %" to 6” 
sanitary or iron pipe connections, in maxi- 
mum capacities from 100 to 42,000 gallons 
per hour. Furnished complete with splash- 
proof motor. Write for catalog and price list. 


TRI-CLOVER MACHINE CO. + KENOSHA, WIS. 


When inquiring specify FEP1719 —— see information request blank, pgs. 2-3 


QUICKER 
| HEATING 





Sold by more than 100 Mill Supply Distributors 
throughout the U.S. A. See your supply house or 
write for Catalog T-1736. 


YARNALL-WARING CO., 126 Mermaid Ave., Phila. 


IMPULSE STEAM TRAP 


When inquiring specify FEP1720 — see information request blank, pgs. 2-3 


AUGUST-SEPTEMBER, 1942 





NEW LITERATURE 





Regenerating & Pasteurizing Equipment 


Attractive twelve-page-bulletin, magazine style, with 
four color varnished cover, describes in detail the de- 
sign, construction and application of equipment for 
heating, cooling and pasteurizing milk or processing 
liquid foods and beverages. Comparative cost and 
operating figures are presented to show advantages of 
milk-to-milk regeneration in ‘‘full-flo-plate” equipment. 
Illustrations include pictures and sectional views of 
equipment, suggested plant layouts and large diagrams 
of typical pasteurizer installation and plate section. 
Bulletin E-5 available on request. 


CREAMERY PACKAGE MFG. CO., Dept. FEP, 1243 West 
Washington Blvd., Chicago, III. 


When inquiring specify FEP1721 — see information request blank, pgs. 2-3 


Butterfly Valves for Control and Tight Shut-Off 


Illustrated catalog of 16 pages features standard and 
special butterfly valves for the control and tight shut- 
off of air, gas, steam, liquids and semi-solids under 
high and sub-zero temperatures and varying pressures 
from 2 to 300 p.s.i. Contains performance character- 
istics under all conditions of service, both manual and 
automatic control, specifications, flow charts, and a dis- 
cussion and illustration of the use of bronze, steel, 
meehanite, molybdenum and other metals for special 
conditions including solenoid emergency service. Cat- 
alog No. 10-B is available upon request. 


R-S PRODUCTS CO., Dept. FEP, Wayne Junction, Phila- 
delphia, Pa. 


When inquiring specify FEP1722 — see information request blank, pgs. 2-3 


Testing Sieves and Sieve Shaker 

Testing sieves conforming to the latest specifications of 
the National Bureau of Standards are illustrated and de- 
scribed in a handy folder. Exact opening for accuracy, 
rounded corners and cloth attached directly to sieve frame 
are among the features emphasized. Standard specifica- 
tion table and price list makes it easy to determine re- 
uirements. A testing sieve shaking unit is also given 
etailed treatment. Folder sent upon request. 


NEWARK WIRE CLOTH CO., Dept. FEP, 351 Verona Ave., 
Newark, N. J. 


When inquiring specify FEP1723 — see information request blank, pgs. .2-3 
Conveyors and Floor Trucks 


Material handling equipment including permanent, 
portable conveyors, hand and floor trucks are described 
in a novel folder which utilizes a small insert of 16 pages, 
stapled in, to present detailed descriptions and illustrations 
of various units designed to move bags, boxes, crates and 
packaged products. Booklet No. 10-B1 available upon 
request. 


RAPIDS-STANDARD CO., Dept. FEP, Grand Rapids, Mich. 


When inquiring specify FEP1724 — see information request blank, pgs. 2-3 


Labeler Handbook & Catalog 


Twelve-page-and-cover booklet contains practical sugges- 
tions for care and maintenance of labeling machines. 
Cleaning, lubrication, systematic checkups, part adjust- 
ments and replacement are all dealt with. Also illus- 
trated and described are a number of labelers of both 
automatic and semi-automatic type. Booklet titled, “Lib- 
erty and Labeling” is available upon request. 


ECONOMIC MACHINERY CO., Dept. FEP, Worcester, Mass. 
When inquiring specify FEP1725 — see information request blank, pgs. 2-3 





The A-B-C of Pipe and Bolt Machines 


Beaver Model-A 

A high-speed _ heavy-duty 
deluxe Pipe and Bolt Ma- 
chine. Range ¥g to 2-inch 
—up to 12-inch with geared 
tool and drive shaft. Soles, 
V4 to 2-inch. We. 415 Ibs. 
Ask for Bulletin-A. 





Beaver Model-B 


A compact utility Pipe and 
Bolt achine combinin 
many features of Model- 
with the easy portability of 
Model-C. Range to 2- 
inch—up to 8-inch with 
drive shaft and _ geared 
tools. Bolts up to 1- 
inch. We. 280 Ibs. As 
for Bulletin-B. 





Beaver Model-C 


A_ sturdy little 

Power Unit 
Converts Hand Pipe Tools 
into Power Tools from Y to 
8-inches. Threads 8-inch ino 
6 minutes. Threads bolts u 
to 14-inch. Equipped wit 
automatic chuck wrench ejec- 
tor—a safety feature. Two 
men can use it at the same 
time without interference. 
Easily portable—weighs about 
¥ Tbs. Write for Bulletia- 


BEAVER PIPE TQDLS 


WARREN, OHIO 





842 REVIEW AVE. 


When inquiring specify FEP1726 — see information request blank, pgs. 2-3 





Sion Human Enrors with 
TOLEDO 


PRINTWEIGH 


SCALES 


Wise errors in 
reading, remembering 
and recording weight 
figures defy discovery. 
Your weight records 
must be right every time 
..-OR YOU LOSE! 
Today Toledo Print- 
weigh solves this prob- 
lem with automatic 

inted weight records... 
available in all models. 
Send pow for new 
literature. Toledo Scale 
Company,Toledo,O. 
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When inquiring specify FEP1727 — see information fequest blank, pgs. 2-3 
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unaffected 
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ALOYCO Number 40, Union 
Bonnet type Globe Valve with 
Serewed ends, illustrated, is 
made in sizes 4,” to 2” inclu- 
sive, in Chrome Nickel 18-85 
and 18-8SMo. 

This valve is typical of the many 

















ALOYCO products now per- CAME VeRvES 

forming efficiently and depend- GLOBE VALVES 

ably for war production. It is Y VALVES 

facilitating the Victory Program CHECK VALVES 

by minimizing work “hold-ups” 

caused by contamination and ae 

corrosion. 

ALOYCO Stainless Steel Valves and Fittings are proving their con Wee 
SCREWED FITTINGS 


superiority in the Chemical, Process and Food Industries and 
reasonably prompt shipments can be made on priority ratings. FLANGED FITTINGS 


GAUGE GLASS FITTINGS 


ALLOY STEEL PRODUCTS COMPANY, INC. 
Linden, New Jersey 


1300 West Elizabeth Avenue 








When inquiring specify FEP1728 see information request blank, pgs. 2-3 












3’ x 6” Single Deck 
Model “‘C’’ Screen. 


SHR GBR eh 


as 


When inquiring specify FEP1729 .. . 












have been built and used since 1922 and today are 
operating in over 1400 different plants through out 





mesh separations in different chemical plant operations. 


Have a Simplicity Engineer Check Your Requirements 


ENGINEERING COMPANY 


DURAND, MICHIGAN 





IDEAS @ @ @ 





National Rare Chemical Registry 
Will be Boon to Research 


Armour Research Foundation Project already 
contacting over 2,000 laboratories 


A National Registry of Rare Chemicals has been organized 
by the Armour Research Foundation, affiliated with the 
Illinois Institute of Technology to record the name, location 
and amount available of chemicals too rare to be listed by 
regular chemical supply houses. No other complete listing 
of uncommon chemicals exists nor has any ever been 
attempted on a complete basis. Uncommon chemicals in 
laboratories, schools and industrial plants, now generally 
unknown, can be made available for research and save time 
in discovering a source of such materials. The file will not 
be open to general inspection but specific inquiries will be 
answered. Requests for data have been made of approxi- 
mately 2,000 industrial and educational laboratories. The 
Registry requests that all laboratories, industrial organi- 
zations or individuals not contacted voluntarily submit in- 
formation of this nature. If the owner of the chemical 
wishes to remain anonymous to prevent disclosure of com- 
mercial secrets, the Registry will act as intermediary. It 
does not buy or sell chemicals but merely maintains data 
files. No charge will be made for the Registry’s services. 
Inquiries should be directed to the Registry at the Armour 
Research Foundation, 3300 Federal St., Chicago, III. 





the country. Simplicity screens are used 
for every type of operation requiring a 
separation into sizes, reclamation of prod- 
ucts or dewatering of liquid pulps. 


Simplicity screens are used to recover 
good wood fibre from the waste white 
water in paper mills; screen starch solu- 
tions through 200 mesh cloth; dewater 
finely ground rubber; size and also pack 
every kind of food cereal, and make fine 






see information request blanks, pgs. 2-3 








closely resemble 
tin cans they are resigned to replace 


FIBRE-BODIED CONTAINERS . . 


Fibre Cans Formed, Lithographed 
on Standard Tin Can Machinery 


Process to be available to entire industry as solution 
of problems of dry product packers 


formerly using tin containers 


A method for making fibre-bodied containers on machines 
that have regularly been used for the manufacture and 
lithographing of metal cans has recently been announced 
by the American Can Co., New York, N. Y. This new 
method, which will be made available to the entire in- 
dustry, as soon as perfected by actual production, is said 
to offer a solution to the can problems of manufacturers of 
dry products. Restrictions on tin have resulted in pack- 
aging difficulties that have many angles involving pro- 
duction and merchandising. 

One of the merits of the new method is that it requires 
no new machinery, the containers being processed by 
practically the same procedure as that used in making 
tin cans. Particularly advantageous to those who may 
adopt these containers as substitutes for tin cans is that 
they may be used on present packaging equipment. Also, 
resemblance to former cans is so close that customer ap- 
peal and continued ready identification is completely 
retained. 

The fibre, cut to sheets of tin plate size, lithographed on 
the regular presses formerly used for lithographing designs 
on tin plate, will then be sheared and formed into bodies. 
Ends will be seamed on with the seaming machinery now 
in use. The supply of these containers will be determined 
by the capacity of the company and any other sources in 
the industry that may avail themselves of the process and 
the amount of black plate that can be secured to make ends. 


Plastic Discs Reflect Light From 
“Blackout’’ Colored Flashlight 


Plastic discs about the size of nickel give a maximum re- 
flection of light from a minimum of candle power. Re- 
flecting sharply the light from a “blackout” colored flash- 
light or similar shaded source, these discs may be worn on 
belts, armlets and clothing, or used as directional signals 
and signs of danger spots such as stairways, elevator shafts, 
etc. Made wholly of du Pont’s “Lucite’’ methyl methacry- 


FOOD EQUIPMENT PREVIEW 








1ed 
ry 


lution 


ichines 
‘e and 
ounced 
is new 
ire in- 
is said 
rers of 
pack- 


z pro- 


quires 
ed by 
raking 
) may 
s that 
Also, 
ef ap- 
letely 


ed on 
esigns 
dies. 
y now 
mined 
ces in 
s and 
ends. 


1m 
; 


im re- 


flash- 
rn on 
ignals 
hafts, 
hacry- 


LEW 











IDEAS e@ ee 





late resin, an innovation that saves metal, each disc has a 
hole in the center, and maybe nailed, screwed, riveted or 
wired in place almost anywhere. Available in crystal, 
amber, red and green, tests show that discs stand up under 
constant weathering and are practically unbreakable. Light 
in weight, as many as 600 discs being fabricated from one 
pound of ‘Lucite’ molding powder. These tiny reflectors, 
now on sale at retail stores, are injection molded for Lume- 
lite Corporation of New York. 


‘‘Rubber’s Return to the Western 


Hemisphere”’ 


A brief, interesting fact-story of this vital War 
material 


This is an unusually interesting discussion of the world 
situation as it relates to our present rubber shortage . . . 
explaining what the present Japanese drive in the Pacific 
has done to our sources . . . giving a brief history of rub- 
ber’s original growth in the Western Hemisphere, its trans- 
planting to the far Pacific islands . . . outlining what has 
been, and is being done to bring rubber back to our side 
of the world and so protect our sources. 

Illustrated with a map . . . touching on our relations with 
Central and South American Governments in connection 
with rubber . . . it makes an interesting and highly in- 
formative story. 

“Rubber's Return to the Western Hemisphere’ is by Mr. 
P. W. Litchfield, Chairman of the Board, The Goodyear 
Tire & Rubber Co., Akron, O., and is issued by the com- 


pany. 








Bis QUICK-CONVENIENT 
WATERPROOF-PERMANENT 


No time out necessary when you patch worn or broken 
floors with HYDROMENT. Mixes with water only, applied 


in just a few minutes. No matter how wet the floor, 
HYDROMENT sets overnight sufficient for ordinary traffic; 
stands ‘heavy traffic in 24 to 48 hours. Bonds with cement, 
brick or tile. Will not shrink. Ideal for pasteurizing, cooling, 
freezing and bottling rooms and for outside ramps, loading 
platforms etc. Outwears original surface. 


Write for sample and complete details. 


Available for Immediate Delivery 


ee ate ea oe ee ee 


. 41% LEXINGTON AVENUE ¢ CLEVELAND, OHIO 
Send me literature and a sample of HYDROMENT — 
Name 
Company . 
Address 
When inquiring specify FEP1730 — see information request blank, pgs. 2-3 
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New Coating Blacks Out Windows 
And Renders Them Shatter-Proof 


Easily applied, lasts a year, yet can be washed 
off with water and cloth 


American chemists 
have just developed 
F a coating that both 
| blacks-out windows 
f and renders them 
shatter-proof. Opac- 
ity is retained for a 
year and _ glass 
splinters are held 
together even 
though the window 
= may be broken into 
a thousand  frag- 
ments. This coating, 
applied with a brush 
and easily washed 
off with water and a 
cloth, is known as 
Protex Shatter-Proof-Coating No. 4. A related product is 
an outside black-out coating sprayed or brushed on win- 
dows which is impervious to all weather conditions and 
will not cause windows to crack or split under the sun’s 
rays, a diffculty — encountered. It dries in half an 
hour to a dense, flat black finish yet is easily removed 
with kerosene. This produce is known as Protex-Rowe No. 
200 Black-out Coating. It as well as the item first men- 
tioned are both available through Douglas Distributors, 
New York, N. Y. 





BLACK-OUT COATING MAKES 
GLASS SHATTER-PROOEF .. splinters 
do not scatter under hammer blows 


Surface Wiring Systems Easy 
And Inexpensive to Install 


Permits spanning beams; eliminates pipe threading 


Uses — To 


provide a com- 
plete surface 
WIRING UNITS eliminate pipe threading 


wiring layout 
for lighting or 
for _ portable 
tool and appliance power outlets in production areas, en- 
ginnering departments, laboratories and plant office build- 
ings. 


Features—This type of installation requires no pipe thread- 
ing equipment and reduces material waste. Sections and 
parts easily installed with few tools. 


Description—This simplified network type of electric wir- 
ing installation is made possible by newly developed fittings 
and methods utilizing raceways of special design. The 
system and the units comprising it are identified as No. 
3,000 type. The No. 3,000 channel and special hanger 
fittings permits spanning of beams. A minimum num- 
ber of slip joint fittings cover all installation methods 
and requirements. Method requires no pipe threading 
equipment. Installations for flourescent lighting can be 
completed by using the same basic channels with reflectors, 
ornamental glass enclosures hangers and fittings. 


WIREMOLD CO., Dept. FEP, Hartford, Conn. 


When inquiring specify FEP1731 — see information request blank, pgs. 2-3 











SPRACO Center-jet NOZZLES 


deliver a solid full cone spray of uniform distribution 
over the area covered. They are particularly suited 
to processes involving quenching, a ol washing, and 
spraying. We can furnish these nozzles in brass, bronze, 
stainless steel, or any other machinable metal specified, 
in a wide range of sizes and capacities. 


Other types which we manufacture include nozzles 
to produce hollow cone sprays and flat fan-shaped 
sprays, together with two fluid nozzles for mixing two 
fluids, or a fluid and a gas. For complete descriptions 


and performance data write for NOZZLE CATALOG. 


SPRAY ENGINEERING CO. 


—— 113 CENTRAL ST., SOMERVILLE, MASS. 


— st oe 


When inquiring specify FEP1732 —— see information request blank, pgs. 2-3 
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@ A large food processor separates soy bean oil 
from meal on this Link-Belt Vibrating Screen— 
efficiently and economically. The wide range of 
uses for Link-Belt Vibrating Screens suggests that 
you, too, may find them a factor in better separa- 
tion, for better products and greater 7 

conservation for war time needs. 
Write for Folder No. FEP-1877 TODAY. 


LINK-BELT COMPANY 


307 North Michigan Ave., Chicago 8798 


LINR-BELT J itsetivg SCREENS 








When inquiring specify FEP1733 —— see information request blank, pgs. 2-3 
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Faster Heating for Kettles, 
Retorts, etc. - 
with : 
Armstrong 
Blast Type 
Steam Traps! 


This does the trick — 
Armstrong Automatic 
Air By-Pass 


SIMPLE PRINCIPLE. Cuts heating-up time by permitting 
extra fast discharge of any air present in steam space. 


LARGE CAPACITY. Actual tests show 50 to 100 times 
faster removal of air than with standard traps. 


ADJUSTABLE AND ACCURATE. The thermic vent can 
be set to stay open up to any desired temperature. 


SINGLE ORIFICE. Only one valve seat to be maintained 
tight against steam pressure. 


Ss LOW COST. Small Armstrong Blast Traps list at $1.50 
" over -standard. The proportionate cost is even lower in 


the larger sizes. Detailed information will be supplied on re- 
quest. rite — 


ARMSTRONG MACHINE WORKS 


881 MAPLE ST. THREE RIVERS, MICH. 


When inquiring specify FEP1734 — see information request blank, pgs. 2-3 
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DUST, even in small quantities, slows up production because 
it reduces the efficiency of the entire plant. It doesn’t pay to 
tolerate Dust when it can be controlled in ANY quantity with 
DRACCO Dust Control. We recommend DRACCO Unit 
Filters for Dust from individual machines or operations. 
DRACCO Engineers with over 25 years experience are especial- 
ly qualified to recommend the proper equipment to meet your 
particular needs. 


Write for Bulletin No. 302 
DRACCO CORPORATION 


Successors to The Dust Recovering & Conveying Co. 
4035 East 116th Street, Cleveland, Ohio New York Office: 130 West 42nd Street 


PNEUMATIC CONVEYORS ¢ DUST COLLECTORS 


When inquiring specify FEP1735 —— see information request blank, pgs. 2-3 
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PRODUCTION 


Thickener Handles Slow Settling 
Solids With Speed and Economy 


Filters and discharges part of liquid content of 
slurry without retaining solids in unit 


Uses—Adapted to any thickening operation where the 
objective is the removal from a suspension of any excess 
liquid. Especially serviceable in thickening, washing or 
leaching materials which do not readily settle from a sus- 
pending liquid. To wash slurries prior to filtration elimin- 
ating need of washing filter cake. To obtain clarified 
solutions without filtration. For continuous catalytic re- 
actions. 

Features—No appreciable volume of cake accumulation. 
Compact, providing large thickening (actually filtering) 
area in proportion to small space it occupies. Speeds up 
operations and permits thickened slurry to be fed direct to 
dryers or other processessing equipment. Simplified de- 


Y ematieiih..\a:tih Abc ees 


CONTINUOUS THICKENER .. with metal plates and frames. 


sign and consequent low maintenance cost. Eliminates 
need for large tank capacity and holding in process large 
amounts of materials. 


Description—Thickener consists of a filter press skeleton 
carrying special types of plates and frames. Each frame 
contains spiral groove which starts at one corner of the 
frame and spirals toward the center where it passes through 
frame and spirals outward on the other side to a different 
corner. Thickener plates contain spiral ribs which match 
the ribs between the grooves of the frame. This con- 
struction is used for metal and rubber plates and frames. 
Wooden frames have wood vertical baffles creating ver- 
tical channels feeding from one side of the frame to the 
other. Wood plates are grooved to function perfectly 
in connection with frames. Both types are designed to 
provide velocity channels in frames to insure flushing 
away of solid deposits on filter medium and prevent cake 
formation. Assembly, including filter media, is as fol- 
lows: frame, filter medium, plate, filter medium, frame, 
filter medium. Slurry passes through channels, filter medi- 
um and frame. End of spiral groove in each frame is 
connected to common discharge channel. Effluent flows 
to receiving tank or sewer. Bulletin 115 available on re- 
quest. 


T. SHRIVER & CO., Dept. FEP, 810 Hamilton St., Har- 
rison, N. J. 


When inquiring specify FEP1736 — see information request blank, pgs. 2-3 





Relieve one of the Most Critical 
Shortages in your Food Plant 


Multiply Manpower! “One new Elwell-Parker Truck, added 
to our present Elwell-Parker fleet, has enabled us to com- 
plete big Food Processing orders ahead of time 

“after we had rejected manual trucking because we 
wouldn’t have had enough floor space even for men to 
stand, let alone work.” 

Multiply your Manpower too! One Elwell-Parker and one 
operator can transport bigger loads faster and more safely 
than many hand laborers can. 

And Elwell-Parker will release men already trained in your 
Warehouse or Plant, for useful jobs now going begging in 
your other Departments. 


The Elwell-Parker Electric Co., 4219 St. Clair Ave.,Cleveland,O. 


When inquiring specify FEP1737 — see information request blank, pgs. 2-é 
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ECONOMY 


Today every ton of IngAclad Stainless- 
Clad Steel that is rolled is a two-way 
contribution to Victory. 

First—By providing perfect stainless serv- 
ice, it speeds up production in the 
Chemical, Food, Textile, Dairy and other 
essential Industries. 

Second—By greatly reducing the quantity 
of vital alloys required to give stainless 
service, it releases more of these precious 
metals for other direct war uses. 

So today IngAclad is a promise of Victory. 

Tomorrow, when Peace comes, it will again 

offer you the promise of those many econ- 

omies which its pre-war use had already 
demonstrated to American Industries. 

IngAcliad is rolled in Sheets 8 to 18 gauge, and 

in Plates 3/16” and heavier. Regularly sup- 

plied clad with 18-8 stainless, but also available 

in other analyses. 

We also produce solid corrosion 
and t-resisting alloys 
INGERSOLL STEEL & DISC DIVISION 
BORG-WARNER CORPORATION 


ahaa 


When inquiring specify FEP1738 — see information request blank, pgs. 2-3 
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Stainless Steel is Scarce! 


—but simple care will add years 
of life to your present equipment 
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Care of stainless steel 
equipment is of utmost 
importance—because you 
probably cannot replace it 
today, unless you have a 
very high priority. 

Republic’s Stainless Steel 
Conservation Cards will | 
tell you how to give it that | 
care—how to extend its 
normally long service life 










, added by taking certain precau- 
Oo com- tions in use and cleaning. 
Ae) D AND BEVERAGE - 
aT ielattih ts = Tell us the nature of your 
use we : operations and we'll 
FOOD HANDLING | 
men to dla . gladly send you as many 
ee == of these easy-to-read wall 
a cards as you need. 
nd one 
e safel ‘ 
, REPUBLIC STEEL CORPORATION 
Depar ment FP 
in your Alloy Steel Division Sales Offices : Massillon, Ohio 
ing in General Offices: Cleveland, Ohio 
Bing Berger Manufacturing Division ¢ Culvert Division 
Niles Steel Products Division ¢ Steel and Tubes Division 
Union Drawn Steel Division ° Truscon Steel Compan 
land,O. Export Department: Chrysler Building, New York, New Yor 


—___. REPUBLIC 
Cnduro STAINLESS STEEL 
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When inquiring specify FEP1739 see information request blank, pgs. 2-3 





to Pittsburgh’s 


Newest Hotel 


HOTEL PITTSBURGHER 


400 rooms, all with radio, 





outside view and bath. 


* %* RATES * *® 





SINGLES — $3.30 to $4.40 
DOUBLES — $5.00 to $6.50 


me eh i 
PITTSBURGHER 


A KNOTT HOTEL 


Joseph F. Duddy, Manager 





When inquiring specify FEP1740 — see information request blank, pgs. 2-3 
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Unique Dusting Device Indicates 
Adaptability to Food Industry 


Automatically sprays dry powders without excessive 
flotation; can be synchronized with other machines 


Uses For auto- shines 
matically spraying / 
dry powders. Origin- 
ally this equipment 
was designed  pri- 
marily for several 
applications in the 
printing industry to 
prevent offsetting 
and other operating 


difficulties. The 
manner in which it 
performs dusting 
operations suggests 


a wide adaptability 
to processes in the 
food industry requir- 
ing spraying or 
sprinkling of | star- 
ches, sugars, flours, 
talcs and related ma- 
terials. Its use in 
place of wet methods of spraying where the liquid is 
merely a vehicle is also indicated. 

Features—Sprays powders and dry materials automatically. 
Eliminates obnoxious and unhealthful excessive flotation 
of dust particles. Installation to any vertical surface saves 
floor space. Reduces spoilage. Speeds production. 
Performance—Equipment is now being used with most 
satisfactory results in a number of printing organizations 
and in printing departments of national food distributing 
organization. 

O peration—Control operation can be by electrical means, 
synchronized with the machine or processes with which 
the dusting unit is to function. Mechanical means can be 
employed or if necessary the control can be manual. De- 
hydrated air passes through powder from bottom of spray 
tank. Air, aided by motor pe agitator keeps the pow- 
der floated in the upper half of the spray tank during op- 
eration. Powder laden air is ejected by siphoning through 
a feed valve located at top of spray tank. Application 
is by means of spray heads, consisting of one or more jets 
or spray tubes with suitable number of parts. 
Description—Equipment, complete, consists of spray tank 
and a storage tank. Spray tank has motor driven agitator. 
Dehydrator is included with equipment to provide supply 
of moisture free air. Sight glass enables operator to check 
powder flotation in upper part of spray tank which is 
internally lighted while machine is in use. Filters trap 
any foreign substance in air line. Tanks and operating 
mechanism are mounted on an electrically wired panel 
board 1114” by 21”. Overall size is 13” by 30” by 8”. 
Overall size of dehydrator 1014” by 22” by 7”, base size 
214” by 614”. Device is identified as Craig ‘“Dri-Spray.” 


CRAIG CORP., Dept. E, 143 West 20th St., New York, 
N.Y. 


When inquiring specify FEP1741 -- 





DRY DUSTING UNIT . . employs 
spray, storage tanks and dehydrator in 
compact form 


see information request blank, pgs. 2-3 


If you are a responsible food manufacturing executive 
FOOD EQUIPMENT PREVIEW will be sent to you 
. there 
See request slip between pages 2 and 3. 


personally if you request the publishers to do so. . 


will be No Charge. 





Heavy, rigid platform tucks made in a 
size and capacity for every food handlin 
need. Strong angle steei frame weld 

into a one-piece unit with running gear 
supports, oth hardwood boards laid 
flush inside angle frame. 


THOMAS BARREL TRUCKS 


AVAILABLE IN ALL TYPES 


Narrower than load, this truck handles any size 
barrel or drum up to 1000 pounds, regardless of 
bilge size. Easy to load and unload, it’s done auto- 
matically without trucker touching barrel! No_back 
strain, easy rolling, built for lifetime use. Write 
for free catalog. 


tol § TRUCK and CASTER CO. 


41224 Mississippi River Keokuk, lowa 


When inquiring specify FEP1742 — see information request blank, pgs. 2-3 











A combination of the latest developments of SCREW 
CONVEYOR CORPORATION offering utmost depend- 
ability, erfect ali ent, smooth quiet operation, 
minimum breakage of materials handled and low main- 
tenance expense. 

The HAMMOND Screw-Lift is sclentiientty dost ed 
for vertical movement of materials . . . the ND 
Screw-Veyor for horizontal or inclined conveying. 
Together, they form a dust-tight enclosed system, free 
of operating culties. 

Write for Analysis Form M-500-2. 


U. S. Pat. No, 2260811- 


Other U. S. and Foreign 
2260812-2279201. Pat's. Pend. 


Screw Conveyor Corporation 


HAMMOND InD. 


HAMMOND | ELEVATOR BUCKETS | 


EY YU. 5. PAT. OFFS 


iat) HOFEMAN ST 

WM SCREW CONVEVORS 

o ADE MARK REG. 
REG. 


When inquiring specify FEP1743 — see information request blank, pgs. 2-3 
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* From cooking and cooling process to piling of 
cartoned goods, American MonoRail Overhead 
Handling Equipment is speeding up production 
in many food manufacturing plants and canner- 
ies. Too much lifting and carrying of heavy loads 
means ‘‘too little’’ production and ‘‘too late’’ 
delivery. 


You can stop this ‘‘too little—too late’’ business 
by a consultation with an American MonoRail 
Engineer. He will show you how production can 
be increased by rapidly and automatically trans- 
ferring goods from one operation to another— 
from one machine to the other, cost reducing 
possibilities and the low cost of installation and 
operation of American MonoRail Equipment. 
This service is yours for the asking. There is no 
interruption during installation. 








@ Special dump- 
ing tubs reduce 
cost of handling 
wet, bulky mat- 
erials between 
processes. 


WRITE FOR Blue Book 
lrating hundreds of 


MonoRa URED Ley 


THE AMERICAN MONORAIL CO. 


13109 Athens Avenue Cleveland, Ohio 


When inquiring specify FEP1744 — see information request blank, pgs. 2-3 
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MATERIALS... 








Floor Patch Takes Traffic At Once 


No 12 to 20 hour delay with new fast-acting 
material; solves floor repair problem 
in full-time plants 


Uses — Te patch or 
overlay a rutted or 
damaged floor while 
it is in service. 

Features — Trucks 
may be taken over 
the new surface as 
soon as it is laid. 
No 12 to 30 hour 
delay is necessary. 
Does not interrupt 





INSTANT FLOOR PATCH ... work in plants 
ready for trucks immediately maintaining full 
time production. 


Adheres to old concrete or wood, and bonds to a feather 
edge. Makes it easier to start trucks when they've been 
standing: According to the manufacturer, it will improve 
in smoothness and compact under the wheels of: constant 
traffic. This ready-to-use material is called ‘Instant Use 
Resurfacer.”” 


FLEXROCK CO., Dept. FEP, 23rd & Manning, Phila- 
delphia, Pa. 


When inquiring specify FEP1745 —— see information request blank, pgs. 2-3 


Modified Phosphate of Glass Stops 
Scale in Small Systems 


Proportions small quantities required for can, bottle 
washers and air conditioning units 


Uses — To prevent scale in hot water heater coils, me- 
chanical bottle and can washing equipment. Also used on 
such air conditioning units as evaporate condensers, air 
washers and humidifying systems. 

Features — This form of phosphate glass makes it possible 
to give scale and corrosion prevention treatment to small 
systems. Previously it had been difficult to proportion the 
very small amount required in such instances. No adverse 
physiological effects. 

Description — This special form of phosphate of glass, 
identified as ‘Micromet’ was developed to extend to nu- 
merous limited applications this form of treatment, used 
successfully in municipal water systems and other large in- 
stallations. ‘‘Micromet’’ is a slowly soluble phosphate glass 
made from food grade phosphoric acid. It is carefully 
ground and sized to eliminate fine particles. One pound 
of “Micromet,” occupies a volume of 22 cubic in. Dissolves 
in cold water at rate of 25% per month regardless of the 
amount of water flowing through it. Usual feed necessary 
to correct scale is 5 ppm. or one pound to each 24,000 gal. 
of water. Initial charge will be four times this or one 
pound to each 6,000 gals. of water. ‘Micromet’’ is fed 
into the feed-water line by means of a simple pot-type 
feeder that can be made up locally to meet the requirements 
of the particular installation. Packed in 1, 114 and five 
pound units. 

CALGON, INC., Dept. FEP, 323 Fourth Ave., Pitts- 
burgh, Pa. 


When inquiring specify FEP1746 — see information request blank, pgs. 2-3 


Enamel Holds To Wet Surfaces 


May be painted on wet walls and equipment 
without interruption; will not taint food; 
dries fast 


Uses — For industries that are known to have surface main- 
tenance problems due to exposure to water, live steam, 
alkali, refrigerant and similar materials. 

Features — According to the manufacturer, this enamel 
may be used on wood, concrete or steel, where it will give 
the same satisfactory service as any high grade enamel, 
plus the unusual advantage of adhering to wet surfaces. 
This advantage eliminates closing down plant operations 
or taking equipment out of active use in order to dehumid- 
ify walls, machinery and equipment preparatory to paint- 
ing. Production is not interrupted, and no time is lost. 
The enamel is non-yellowing, it resists corrosive gases and 
alkaline conditions, and it holds a high gloss after repeated 
washings with soap and water. Dries dust-free in one hour, 
to the touch in four to six hours, and to a reasonably hard 
film overnight. It dries in forty-eight hours at a low tem- 
perature. Since it contains no ingredients with an offen- 
sive odor, and will not taint food, it is especially useful 
where clean and sanitary conditions are desired, declares 
the maker. It flows easily, and dries to a permanent gloss 
without danger of cracking, peeling or checking. It is 
claimed to have great hiding power, covering capacity and 
durability, plus economy in use. This wet surface paint 
is called Damptex Enamel and is offered in white and 
colors. 


STEELCOTE MFG. CO., Dept. FEP, St. Louis, Mo. 
When inquiring specify FEP1747 - 
Industrial Floor Cleaning Handbook 


Bulletin style, 24-page booklet, designed as a hand book 
on floor maintenance. It discusses the type of cleaner best 
suited to each type of floor, the cleaning techniques pro- 
ducing the best and most economical results and the reasons 
why certain types of cleaners do not apply. Also described 
are a cement floor cleaning brush, a portable tank sprayer 
and a flush gun for use on a water hose. Form No. 62, 
available on request. 


MAGNUS CHEMICAL CO., Dept. FEP, 173 South Ave., Gar- 
wood, N. J. 


When inquiring specify FEP1748 — see information request blank, pgs. 2-3 


Odorless, Harmless Insecticide 


Product combines use of liquid and powder; 
eliminates vermin within two weeks 
Uses—To eliminate, roaches, ants, waterbugs and similiar 
vermin in various types of plants, especially where many 
workers are employed in the particular area and where a 

thoroughly effective yet harmless product is essential. 
Features—Composed of domestic chemicals, which are at 
present non-essential to the war effort. Odorless and 
harmless to humans and warm blooded animals. 
Description—Method involved in use of this product com- 
bines the use of both liquid and powder. When used ac- 
cording to directions vermin is said to be eliminated in 
from ten days to two weeks. Now being used in various 
types of food plants. 


COMPLETEX SALES CO., Dept. FEP, 132 West 43rd 
St., New York, N. Y. 


see information request blank, pgs. 2-3 


When inquiring specify FEP1749 — see information request blank, pgs. 2-3 


FOOD EQUIPMENT PREVIEW 





















—| pont rs Berenice 
{loo ” 
our ** .. 
LCeS let WW Ta) War x 
ee sas a Ve 
ATS gute f, neg 
ent \ ger yne iv at ae 
» Un son * a : 
i; _ picttae Beg planttay toe 
oo no \ Wes io ot t. = Hoot, yileti® 
> main ont a Sie ee ae 
° r 2 a 5 
steam Bere wilt Hoots cie® goers 
’ " cles RS = cleanet ceria ¥ 
es it! at 
enamel Yenile,, Finds 
ill give oh ret - now 
o 
*namel, cory 
irfaces. GET yOuR 
‘ration ot 
— at come = 
humid- at 0° ood 
paint- S oe a ed ood 
is lost. TH wee A a 
TIN jew e+ re x 
es and pues -™ \ po Mas 4 cleo ae 
»peated sHOo Oo phe ynete ¥ i 9: — 
ow 7 pieck pe economy” og in 
e hour, x ure a sot po 
y hard D UR cie so at manve 
w tem- 
offen- 
useful 
eclares 
t gloss 
It is 
ty and 
- paint 
e and 
When inquiring specify FEP1750 — see information request blank, pgs. 2-3 
, Mo. 
2-3 
book 
r best 
S pro- 
easons 
cribed 
prayer 
0. 62, 
, Gar- 
c 
of? 
miliar 
many s 
ere 4 West has simplified the baiting of rodents beyond 
comparison. No messy preparation. No spoilage or 
odor from uneaten baits . . . RODITE* is a dry 
ire at cereal cracker of lethal effectiveness. It contains 
and a standardized amount of red squill PLUS A 
LURING SCENT AND FLAVOR which is usually 
inal sera td to rats and mice... Write for the new 
odite klet. 
d ac- 
od in *Trade Mark Reg. U. 8. Pat. Off. 
a DISINFECTING 
al WeS? COMPANY diiay 
DEPT. A, 42-16 WEST ST., LONG ISLAND CITY, NEW YORK Wy 
3 When inquiring specify FEP1751 — see information request blank, pgs. 2-3 





AUGUST-SEPTEMBER, 1942 











MATERIALS 


Repair Process Extends Life of 
Protective Rubber Clothing 


Greatly reduces replacements of articles now 
difficult to obtain 


Uses — The service referred to here is designed to aid 
those whose replacement of vital needs are becoming more 
difficult because of the critical rubber situation. By this 
process, products in repairable condition can be made fit 
again for extended and satisfactory service. 

Description — Service available nationally. Included in 
the variety of articles that can be treated are belts, hose, 
boots, aprons and gloves. Complete information is avail- 
able upon request. 


RUBBER RE-NU CORP., Dept. FEP, 18 Murray St., New 
York City 


When inquiring specify FEP1752 -— see information request blank, pgs. 2-3 
Enriching Foods with “Solvamin” 
Twelve-page-booklet gives interesting and comprehensive 
treatment to description of ‘‘Solvamin,” a natural source 
of “Riboflavin.” Riboflavin is an important member of 
the essential Vitamin B complex. The several chapters 
describe the development and properties of ‘‘Solvamin,” 
and its uses in flour, cereals, prepared and canned foods 
and pharmaceuticals. Booklet titled, “Solvamin, Rich in 

Riboflavin,” available upon request. 


COMMERCIAL SOLVENTS CORP., 
York, N. Y. 


17 East 42nd St., New 


When inquiring specify. FEP1753 —— see information request blank, pgs. 2-3 


Compound For Speedy Glazing 


Workable as putty, requires no priming, used on 
treated sash; minimum shrinkage 


Uses — Designed for glazing work where speed and ex- 
ceptional adhesion are required. 
Features — No priming needed. Works well on treated 


sash. Handles with ease of putty. No cracking. 
Description — Designed to combine the properties of fine 
glazing compounds with the workability of ordinary putty. 
This glazing compound is said by the manufacturer to 
have splendid qualities of adhesion, rapid setting and 
uniformity. Material is known as ‘“Super-Speed Perma 
Glaze.” 


THE BIDDLE CO., Dept. FEP, St. Louis, Mo. 


When inquiring specify FEP1754 — see information request blank, pgs. 2-3 


Twenty-one Bakery Sanitation Methods 


A five-page-digest, bound in oversize heavy paper cover 
for permanence and convenient filing reviews 21 success- 
ful methods of maintenance and sanitation in bakeries. 
Particularly timely are suggestions for conserving and in- 
creasing the efficiency of existing equipment. Operations 
discussed are proper washing of aluminum, washing tinned 
pans by tank and machine, care of racks, beaters and wire 
conveyor belts, removing lime-scale deposits and cleaning 
gas burners. Wall and floor washing and truck cleaning 
are also dealt with. Digest is available upon request. 


OAKITE PRODUCTS, INC., Dept. FEP, 22 Thames St., New 
York, N. Y. 


When inquiring specify FEP1755 — see information request blank, pgs. 2-3 











No More Damage from Condensation or Sweating 
Pipes, Tanks, Walls, Ceilings and Air Ducts 


A SURE CURE 


This sensational plastic cork coating is easily applied with 
brush, trowel or spray to metal, concrete, brick, wood, 
laster or composition surfaces. Insulates and prolongs 
ife of pipe and other metal by pre- 
venting rust and corrosion. 
Produces a permanent, stucco-like fin- 
ish that requires no maintenance. Can 
be painted any color. A gallon can 
covers about 30 feet and |” O.D. 
pipe. Comes in |, 5 and 55 gallon 
drums. 


Order from your supply house or 
write for circular. 


J. W. MORTELL CO. 
532 Burch Street Kankakee, Ill. 


When inquiring specify FEP1756 — see information request blank, pgs. 2-3 


WAR SHIPMENTS 



























WITH 


FINDLEY’S No. C-255 GLU-WELD 


Making war goods is a big job, but getting them to the 
strategic points of this global war is also a big job. Heat, rain, 
cold water and dampness are the saboteurs of war goods in 
shipment. 

If you use a waterproof liner stock for wrappin: our products 
you will want to use FINDLEY’S NO. C-255 GLU-WELD. t is not 
a sticky, gummy pitch that runs with heat — becomes brittle with 
cold, but a specifically developed adhesive with these outstanding 
characteristics 
Adheres all waterproof liner stock. 

Used by manufacturers operating under 
Ordnance and Quartermaster Dept.'s su- 


pee. 

. Applied with brush. 

. Odorless — white in color. 

. Can be diluted with water. 

. Withstands heat, cold, water. 


Send for details 


The F. G. FINDLEY CO. 


1234 NORTH 10TH STREET MILWAUKEE 
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When inquiring specify FEP1757 — see information request blank, pgs. 2-3 
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To conserve steel while assuring the highest 
degree of performance, design your equip- 
ment to use lighter gauges of stainless steel 
with reinforcing structures that assure neces- 
sary strength. 

Our engineers have had extensive experi- 
ence in applying the principle of reinforce- 
ment to stainless steel processing vessels. 
i the knowledge we have gained in 

fifty years of specializing in the fabrication 
of alloy processing equipment we can make 
available to you proved methods for making 
lighter gauge stainless steel do the work of 
heavier gauges. 

Consult with us for engineering sugges- 
tions that will give your equipment high 
operating efficiency while saving steel 
that extra plane or tank for our armed forces. 


"Second in a series of i 
in the iaccress of loot wer’ ames 


ALL ORDERS SUBJECT TO GOVERNMENT PRIORITY REGULATIONS 


S. BLICKMAN, iwc. [#| 


605 GREGORY AVE. WEEHAWKEN,N J. ‘ 


5 + AGITATORS + EVAPORATORS + PANS + VATS - CYLINDERS 
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When inquiring specify FEP1758 — see information request blank, pgs. 2-3 








REPAIR CONCRETE to a 
TOUGH FEATHER EDGE 


RUGGEDWEAR RESURFACER bonds solid and tight right up to 
irregular edge of old concrete. Won't crack and crumble at joint 
where ordinary patching materials first show digas of going to pieces. 
Used for repairing holes, cracks, ruts, broken places in concrete floors 
. . » or for a complete, durable overlay. No chopping or chipping re- 

ulred — mix the material — trowel it on. Sets up a smooth, heavy- 
date rugged wearing surface . . . indoors or out. Dries fast 


Request valuable descriptive booklet 
on “TOUGH FLOORS.” 


;---~-----MAKE THIS TEST---------- 
FLEXROCK COMPANY 


2342 Manning $t., Philadelphia, Pa 
Please send me complete RUGGED 
dette of FREE TRIAL “OFFER 


! 

! 

! 

i 

i 

WEAR information... ! 
— no obligation. : 
! 

! 

! 

! 

! 
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When inquiring specify FEP1759 — see information request blank, pgs. 2-3 














PRODUCTION 





Air Circulator Dries Refrigerators 


Removes moisture from cold storage rooms, banishes 
foul odors, prevents frosting of coils, 
lowers temperature 


Uses — For circulat- 
ing air in refrigera- 
tors, meat coolers 
and cold storage 
rooms. 

Features — Dries 
up moisture which 
forms on walls and 
ceilings of storage 
coolers. Dispels 
foul, musty and un- 
pleasant odors. Pre- 
vents accumulation 
of ice and frost on refrigerator coils. Retards growth of 
bacteria and molds. Prevents shrinkage and wilting of 
fruits and vegetables. Lowers temperature and reduces op- 
erating costs. 

Operation — Circulator forces the air upward. Air travels 
along ceiling, down the walls and back up the center 
again, providing co — circulation throughout the room. 
Cold, moist air is taken from around the coils and inter- 
mixed with the room air, equalizing the temperature be- 
tween the coils and the air around commodities stored and 
increasing the relative humidity in the room, thus reducing 
shrinkage. 

Specifications — Furnished with specially designed 20” 
propeller. Minimum height 15”. Three speeds, 1650, 
1350 and 950 R.P.M. Blue crackle finish. Will operate 
from any electric light socket. Regularly furnished with 
A.C. 110 volt, 60 cycle motor. D.C. motor supplied at 
extra cost. 


REYNOLDS ELECTRIC CO., Dept. FEP, 2650 W. Con- 
gress, Chicago, Ill. 


AIR CIRCULATOR .. . dries 
up wet refrigerators 


When inquiring specify FEP1760 -—— see information request blank, pgs. 2-3 


Lightweight Ball-Bearing Wheel Conveyors 


Folding bulletin tells the features of this type of conveyor 
for handling cases and cartons. Installations and applica- 
tions are listed, and operation of the conveyor is shown 
in illustration. Low cost and speed are emphasized. Bul- 
letin is available upon request. 


CHAS. S. JACOBOWITZ CORP., Dept. FEP, 1432 Niagara St., 
Buffalo, N. Y. 


When inquiring specify FEP1761 ——~ see information request blank, pgs. 2-3 
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Reduce Equipment Down-Time 
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This Fast, Easy Way! 


YES...Oakite steam-detergent cleaning with 
the Oakite Solution-Lifting Steam Gun, Model 
No. 384, will SPEED your daily maintenance 
clean-up work and reduce equipment down- 
time. It provides the TRIPLE COMBINATION of 
heat, mechanical force and effective deter- 
gent action that thoroughly, speedily removes 

all kinds of food deposits from over 47 dif- 
S ferent types of processing equipment, such as: 


2a... 


BLANCHERS CONVEYORS 
COOKING KETTLES SYRUP FILLERS 
SCALDERS CANNING SINKS 
EXHAUST BOXES CURING VATS 

PULP TANKS LABELING MACHINES 


MIXING VATS TRUCKS AND CARTS 


Write today for FREE FOLDER that gives you 
all the money-saving facts. 






OAKITE PRODUCTS, INC., 27A Thames St., New York 
Representatives in All Principal Cities of U. S. and Canada 













- see information request blank, pgs. 2-3 


When inquiring specify FEP1762 - 
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Have You A New Product? 


If you have recently developed a new or improved product, 
a piece of laboratory or plant equipment or a new mate- 
rial, of specific interest in any line of food manufacturing 

. send it to our Editors. 


Through FOOD EQUIPMENT PREVIEW’S editorial pages 
they will introduce it to this great field . . . with more 
than 30,000 copies of this publication covering every plant. 
This service costs you nothing, and there is no obligation. 
Write—The Editors. 















Food Equipment Preview 
737 N. Michigan Avenue 


Chicago Illinois 
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When inquiring specify FEP1763 — see information request blank, pgs. 2-3 
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to Receive FOOD EQUIPMENT PREVIEW 
Personally, Without Charge? 


If you are a Production Executive, Engineer or Chemist, in food manufacturing, FOOD EQUIP- 
MENT PREVIEW will be sent to you regularly, without charge, if you request it. 


THIS UEST — ari Publishers, Food Equipment Preview, 
JUST MAIL REQ T—(No Charge) —To 737 North Michigan Ave., Chicago. 


Gentlemen: Please send me FOOD EQUIPMENT PREVIEW regularly, without charge or obliga- 
tion. - 
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NOTE: If paper is to be sent to your 
NE SN oo Sc rd Sr oe came pies ond oale's.k$.ode en be ON home address, please specify. BE SURE 
to give us your‘company name and your 
title or capacity OTHERWISE THE PAPER 


EON 55 es oe a a Ae ee eae WILL NOT BE SENT TO YOU. 


you see every issue of FOOD EQUIPMENT PREVIEW, without charge, send your 
Te R S. name, address, etc., as above. Otherwise, you may miss out. 
a é CES others in your plants would like to receive FOOD EQUIPMENT PREVIEW also, 
use form on back of this slip. 


ee 


Would You Like 


to Receive FOOD EQUIPMENT PREVIEW 
Personally, Without Charge? 





(SEE OTHER SIDE OF THIS SLIP) 


OTHER PRODUCTION EXECUTIVES, ENGINEERS or CHEMISTS in our plants who 
would like to receive FOOD EQUIPMENT PREVIEW also, are: 
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FACTORY RECONDITIONING | | 
of RIFS0D Wrench 


Jaws and Chaser Dies 
Big Saving To You, New Parts Guarantee 


No Priorities Heeded 


This Service Available Only in U. S. 


Here’s What You Get 


1 Careful inspection of the parts you send us, to 

make sure they are worth reconditioning. We re- 
serve the right to reject them for service if they 
can’t be made as good as new. 








Wrench jaws to be scientifically annealed in our 
automatic electric furnaces, same as new jaws. 







Wrench jaws to be recut in the same machines and 
by exactly the same methods as used for new jaws. 
Chaser dies are accurately re-ground to original 
specifications. 









Wrench jaws are then rehardened, like new. 























Both wrench jaws and chaser dies are given final in- 
spection—and returned to you under regular Ritznip 
new part guarantee of satisfaction. 


Here’s What You Do 


Collect all your old worn rimeaip> Wrench Jaws and 
Chaser Dies and turn them over to your Supply House 
with order for this Reconditioning Service. Your Job- 
ber ships them to us with parts accumulated from other 
customers, to save shipping expense, for we allow one- 
way freight to Jobber on lots weighing 100 pounds or 
more. Remember: on/y rita trademarked parts accept- 
ed for service. No priorities needed. Service is prompt. 
Keep your riteat> Tools on the job — order today. 


THE RIDGE TOOL CO. ELYRIA, OHIO 





























Work-Saver Tools for petniny a3 nt ie be 


When inquiring specify FEP1764 












see information request blanks, pgs. 2-3 





